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NATIONAL FOREWORD 

This Indian Standard (Part 57) (Second Revision) which is identical with IEC 60050-131 : 2002 
'International Electrotechnical Vocabulary — Part 131: Circuit theory' issued by the International 
Electrotechnical Commission (IEC) was adopted by the Bureau of Indian Standards on the 
recommendation of the Basic Electrotechnical Standards Sectional Committee and approval of the 
Electrotechnical Division Council. 

This standard was first published in 1982 and subsequently revised in 1993. This revision has been 
undertaken to align it with IEC 60050-131 : 2002. 

The text of IEC Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. 
Attention is particularly drawn to the following: 

a) Wherever the words 'international Stahdard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker, while in Indian Standards, the current 
practice is to use a point (.) as the decimal marker. 

In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards, which are to be substituted in their 
respective places, are listed below along with their degree of equivalence for the editions indicated: 



International Standard 

IEC 60027-1 (1992) Letter symbols to be 
used in electrical technology ■ — Part 1: 
General 

IEC 60050-101 (1998) International 
Electrotechnical Vocabulary — Part 101: 
Mathematics 

IEC 60050-111 (1996) International 
Electrotechnical Vocabulary — Part 111: 
Physics and chemistry 

IEC 60050-151 (2001) International 
Electrotechnical Vocabulary — Part 151: 
Electric and magnetic devices 



Corresponding Indian Standard Degree of 

Equivalence 

IS 3722 (Part 1) : 1983 Letter symbols Technically 
and signs used in electrical technology: Equivalent 
Part 1 General guidance on symbols 
and subscripts {first revision) 

IS 1885 (Part 72) : 2006 International Identical 
Electrotechnical Vocabulary: Part 72 
Mathematics 

IS 1885 (Part 73/Sec 1) : 1993 Technically 
Electrotechnical Vocabulary: Part 73 Equivalent 
Physics and chemistry, Section 1 
Physical concepts 

IS 1885 (Part 74) 1993 do 

Electrotechnical Vocabulary: Part 74 
Electrical and magnetic devices 



The technical committee responsible for the preparation of this standard has reviewed the provisions 
of the following International Standards referred in this standard and has decided that they are 
acceptable for use in conjunction with this standard: 



International Standard 
IEC 60027-2 (2000) 



Title 

Letter symbols to be used in electrical technology — Part 2: 
Telecommunications and electronics 



IEC 60050-1 21 (1 998) International Electrotechnical Vocabulary — Part 1 21 : Electromagnetism 
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Indian Standard 
ELECTROTECHNICAL VOCABULARY 

PART 57 CIRCUIT THEORY 

( Second Revision ) 



1 Scope 



This part of IEC 60050 gives the general terminology used in the theory of electric and 
magnetic circuits, as well as general terms pertaining to circuit elements and their 
characteristics, to network topology, to n-port and two-port networks, to methods of circuit 
theory. 

This terminology is of course consistent with the terminology developed in the other 
specialized parts of the IEV. 

The section on polyphase circuits, which was existing in the first edition "Electric and 
magnetic circuits", will be expanded in a separate part of IEC 60050. 

2 Normative references 

The following normative documents contain provisions which, through reference in this text, 
constitute provisions of this International Standard./ For dated references, subsequent 
amendments to, or revisions of, any of these publications do not apply. However, parties to 
agreements based on this International Standard are encouraged to investigate the possibility 
of applying the most recent editions of the normative documents indicated below. For undated 
references, the latest edition of the normative document referred to applies. Members of IEC 
and ISO maintain registers of currently valid Internationa! Standards. 

IEC 60027-1:1992, Letter symbols to be used in electrical technology - Part 1: General 
+ Amendment 1:1997 

IEC 60027-2:2000, Letter symbols to be used in electrical technology - Part 2: Telecommuni- 
cations and electronics 

(EC 60050-101:1998, International Electrotechnical Vocabulary- Part 101: Mathematics 

IEC 60050-111:1996, International Electrotechnical Vocabulary - Part 111: Physics and 
chemistry 

IEC 60050-121:1998, International Electrotechnical Vocabulary- Part 121: Electromagnetism 

IEC 60050-151:2001, International Electrotechnical Vocabulary - Part 151: Electric and 
magnetic devices 

IEC 60050-702:1992, International Electrotechnical Vocabulary - Part 702: Oscillations, 
signals and related devices 

IEC 60050-726:1982, International Electrotechnical Vocabulary- Part 726: Transmission lines 
and waveguides 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

3 Termes et definitions 
3 Terms and definitions 



Section 131-11 - Generalites 
Section 131-11 - General 



131-11-01 

grandeur integrate (en electromagnetisme), f 

integrate de ligne, de surface ou de volume d'une grandeur associee au champ electro- 
magnetique 

NOTE 1 - Les grandeurs associees au champ electromagnetique sont par exemple : le champ 
electrique, I'induction electrique, le champ magnetique, I'induction magnetique, la charge electrique 
volumique, la densite de courant, le potentiel vecteur magnetique. Les grandeurs integrales sont par 
exemple : la tension electrique, le courant electrique, la charge electrique, le flux magnetique, 
la tension magnetique, le flux totalise (voir la CEI 60050-121). 

NOTE 2 - Les integrales de ligne, de surface et de volume sont definies dans la CEI 60050-101. 

integral quantity (in electromagnetism) 

line, surface or volume integral of a quantity associated with an electromagnetic field 

NOTE 1 - Quantities associated with electromagnetic field are for example: electric field strength, 
electric flux density, magnetic field strength, magnetic flux density, volumic electric charge, electric 
current density, magnetic vector potential. Integral quantities are for example: voltage (electric tension), 
electric current, electric charge, magnetic flux, magnetic tension, linked flux (see IEC 60050-121). 

NOTE 2 - Line, surface and volume integrals are defined in IEC 60050-101. 

ar ilxt&Lo <;»< 

en &%■&( tei&SM'ffi ) 

de IntegralgroRe (auf dem Gebiet des Elektromagnetismus), f 

es magnitud integral (en electromagnetismo) 

ja {m&.%-^<n) m&ynmM. 

pi wielkosc calkowa (w elektromagnetyzmie) 
pt grandeza integral (em electromagnetismo) 
sv integralstorhet 
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131-11-02 

theorie des circuits, f 
theorie des reseaux, f 

etude des systemes electriques et magnetiques dans laquelle les phenomenes electriques et 
magnetiques sont decrits a I'aide de grandeurs integrales 

NOTE - La theorie des circuits est une simplification de la theorie plus generate fondee sur les champs 
(voir les CEI 60050-101 et 121). 

circuit theory 
network theory 

study of electric and magnetic systems in which the electric and magnetic phenomena are 
described in terms of integral quantities 

NOTE - Circuit theory is a simplification of the more general theory based on field quantities 
(see IEC 60050-101 and 121). 

ar ojKii.MI ij^Ui - ^iljjJI <iji^ 

en f&mmft; mmmte 

de Netzwerktheorie, f 

es teoria de circuitos; teoria de redes 

ja mmm%& -, m&mmws 

pi teoria obwodow 

pt teoria de circuitos; teoria de redes 

sv kretsteori 



131-11-03 

element de circuit, m 

en electromagnetisme, modele mathematique d'un dispositif caracterise par une ou plusieurs 
relations entre des grandeurs integrales 

circuit element 

in electromagnetism, mathematical model of a device characterized by one or more relations 
between integral quantities 

ar »jj\j j irtir 

en ISxCf 

de Netzwerkelement, n 

es elemento de circuito 

ja W\^MT 

pl element obwodu 

pt elemento de circuito 

sv kretselement 
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131-11-04 

element de circuit electrique, m 

element de circuit pour lequel seules des relations entre des grandeurs integrates eJectriques 
sont prises en compte 

electric circuit element 

circuit element for which only relations between electric integral quantities are considered 

ar **j_>f£ »_>3fj j^rtif 

en &&?£# 

de elektrisches Netzwerkelement, n 

es elemento de circuito electrtco 

ia n%m%mi- 

pi element obwodu elektrycznego 
pt elemento de circuito electrico 
sv elektriskt kretselement 

131-11-05 

element de circuit magnetique, m 

element de circuit pour lequel seules des relations entre des grandeurs integrates 
magnetiques sont prises en compte 

magnetic circuit element 

circuit element for which only relations between magnetic integral quantities are considered 

ar jj ...j Lii^ - j >}lj j'"'* 

en mmjtn- 

de magnetisches Netzwerkelement, n 
es elemento de circuito magnetico 

ja &%.m&m? 

p! element obwodu magnetycznego 
pt elemento de circuito magnetico 
sv magnatiskt kretselement 

131-11-06 
circuit, m 
ensemble d'elements de circuit interconnects 

circuit 

set of interconnected circuit elements 



ar 


S_ytj 


en 


»<D 


de 


Netzwerk, n 


es 


circuito 


ja 


®& 


P" 


obwod 


pt 


circuito 


sv 


krets 
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131-11-07 

circuit electrique, m 
reseau electrique, m 

circuit forme seulement d'elements de circuit electriques 

NOTE 1 - Dans la CEI 60050-151, les termes « circuit electrique » et « reseau electrique » ont des 
sens appropries a des dispositifs et milieux. 

NOTE 2 - Le terme « reseau » non qualifie est employe en topologie des reseaux {voir 131-13-03). 

electric circuit 
electric network 

circuit consisting of electric circuit elements only 

NOTE 1 - In IEC 60050-151, the terms "electric circuit" and "electric network" have other meanings 
relative to devices and media, 

NOTE 2 - The term "network" without qualifier is used in network topology (see 131-13-03). 
ar <Hj-t^ **M '"i *4i>4^ s^slj 

en %&; &H& 

de elektrisches Netzwerk, n 

es circuito electrico; red electrica 

ja m%®& ; «^®8&#! 

pi obwod elektryczny 

pt circuito electrico; rede electrica 

sv elektrisk krets; stromkrets 



131-11-08 

circuit magnetique, m 

circuit forme seulement d'elements de circuit magnetiques 

NOTE - Dans la CEI 60050-151, le terme « circuit magnetique »aun sens approprie a des milieux. 

magnetic circuit 

circuit consisting of magnetic circuit elements only 

NOTE - In IEC 60050-151, the term "magnetic circuit" has another meaning relative to media. 

ar *i ...jLhi . iji\j 

en fli ft 

de magnetisches Netzwerk, n 

es circuito magnetico 

ja M%.\e}& 

pi obwod magnetyczny 

pt circuito magnetico 

sv magnetisk krets 
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131-11-09 

localise, adj 

qualifie un element de circuit pour lequel les relations entre grandeurs integrales peuvent etre 
exprimees par des fonctions, par des derivees ou integrales par rapport au temps, ou par 
leurs combinaisons 

NOTE - Un element localise est considere comme ayant des dimensions geometriques negligeables 
par rapport aux longueurs d'onde pertinentes du champ electromagnetique. 

lumped 

qualifies a circuit element for which the relations between integral quantities can be ex- 
pressed by functions, or by derivatives or integrals with respect to time, or combinations 

thereof 

NOTE - A lumped circuit element is considered to have dimensions negligible with respect to the 
pertinent wavelengths of the electromagnetic field. 

ar ajSj-o - * n-y n 

cn ft & tfi 

de konzentriert (Adjektiv) 

es concentrado; de parametros concentrados 

ja m^OTi) 

pi skupiony; o parametrach skupionych 

pt concentrado 

sv koncentrerad 



131-11-10 

a parametres repartis, qualificatif 
reparti adj 

qualifie un element de circuit pour lequel les relations entre grandeurs integrales contiennent 
des derivees par rapport aux coordonnees spatiales 

distributed 

qualifies a circuit element for which the relations between integral quantities contain 
derivatives with respect to space coordinates 

ar £i>- 

cn ftfttf] 

de verteilt (Adjektiv) 

es distribuido; de parametros distribuidos 

ja %15-rzm) 

pi roztozony; o parametrach roztozonych 
pt de parametros distribuidos 
sv utbredd 
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131-11-11 

borne, f 

point de connexion d'un element de circuit electrique, d'un circuit electrique ou d'un reseau 
(131-13-03) a d'autres elements de circuit electriques, circuits electriques ou reseaux 

NOTE 1 - Pour un element de circuit electrique, les bornes sont les points auxquels ou entre lesquels 
les grandeurs integrates sont definies. A chaque borne, il y a un seul courant electrique de I'exterieur 
vers I'element de circuit. 

NOTE 2 - Le terme « borne » a un sens apparente dans la CEI 60050-151. 

terminal 

point of interconnection of an electric circuit element, an electric circuit or a network (131-13-03) 
with other electric circuit elements, electric circuits or networks 

NOTE 1 - For an electric circuit element the terminals are the points at which or between which the 
related integral quantities are defined. At each terminal, there is only one electric current from outside 
into the element. 

NOTE 2 - The term "terminal" has a related meaning in IEC 60050-151. 

ar JtjL 

en 4ST 

de Pol, m; Anschlusspunkt, m; Anschluss, m 

es borne; terminal 

ja ffiT- 

pi koricowka 

pt terminal 

sv pol 

131-11-12 

multipdle, adj 

qualifie un element de circuit electrique, un circuit electrique ou un reseau (131-13-03) a plus 
de deux bornes 

//-terminal, adj 

qualifies an electric circuit element, an electric circuit or a network (131-13-03) having n 
terminals with n generally greater than two 

ar i_ilj^»VI jjjlLo 

en n$&tti 

de mehrpolig (Adjektiv); n-polig (Adjektiv) 

es multipolo; de n-terminales 

ja /isffi^co(B) 

pi »-kohcowkowy; wielokoricowkowy 

pt multipolar 

sv /f-polig 
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131-11-13 

multipole elementaire, m 

element de circuit electrique a plus de deux bornes 
NOTE - Pour un multipole elementaire a n bornes : 

1) la somme algebrique des courants electriques entrant dans I'element par les bornes est nulle a tout 

instant ; 

2) il y a n - 1 relations independantes entre les grandeurs integrales. 

n-terminal circuit element 

electric circuit element having n terminals with n generally greater than two 
NOTE - For an n-terminal circuit element: 

1 ) the algebraic sum of the electric currents into the element through the terminals is zero at any instant; 

2) there are n - 1 independent relations between integral quantities. 

ar kjt^JoVf 5 J J *'m Sjjlj j,r\l£ 

en H^Efef&Tn'PF- 

de mehrpoliges Netzwerkelement, n; n-poliges Netzwerkelement, n 

es elemento multipolo; elemento de circuito de n-terminales 

ja nti&T-m&m^- 

pl element //-koricowkowy; element wielokohcowkowy 
pt multipolo elementar 
sv n-poligt kretselement 

131-11-14 

multipole (1), m 

circuit electrique a plus de deux bornes 

NOTE - Lorsque n est specifie, un terme plus specifique est employe en frantjais, par exemple, 
« multipdie a n bornes », « trtpole », etc. 

n-terminal circuit 

electric circuit having n terminals with n generally greater than two 

NOTE - When n is specified, a more specific term is used in French, for example "multipdie a n 
bornes", "tripole", etc. 

ar (wijJL N jujli ) tjfjitf! SjjjlLo s^Ij 

en ntiitlR 

de Mehrpol, m; mehrpoliges elektrisches Netzwerk, n; n-poliges elektrisches Netzwerk, n 

es circuito multipolo; circuito de «-terminales 

ja nffi^Inlffi 

pi obwod n-kohcowkowy; obwod wielokohcowkowy 

pt multipolo (1) 

sv /i-pol 
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131-11-15 

bipoie (1), m 

dipole (deconseille dans ce sens), m 

circuit electrique a deux bornes 

two-terminal circuit 

electric circuit having two terminals 

ar ^ijJLII <iitii S^tj 

en -£&*& 

de Zweipol, m; zweipoliges elektrisches Netzwerk, n 

es circuito bipolo; circuito de dos terminales 

ja 2m^-mm 

pi dwojnik 

pt bipolo (1) 

sv tvapol 



131-11-16 

bipoie elementaire, m 

element de circuit electrique a deux bornes 

two-terminal element 

electric circuit element having two terminals 



ar kj^JI ,JbJ 

en H^jtn- 

de zweipoliges Netzwerkelement, n 

es elemento bipolo; elemento de circuito de dos terminales 

ja 2®k7-mi- 

pl dwojnik elementarny 

pt bipolo elementar 

sv tvapoligt kretselement 



131-11-17 

independant du temps, qualificatif 

qualifie un element de circuit ou un circuit pour lequel les relations entre grandeurs integrales 
ne dependent pas du temps 

time-independent 

qualifies a circuit element or a circuit for which the relations between integral quantities do not 
depend on time 



ar jjjbjJI £)C i 1 5i hi n 

en #fft$W 

de zeitunabhangig (Adjektiv) 

es independiente del tiempo 

ja mmmiL (<n) 

pi niezalezny od czasu 

pt independente do tempo 

sv tidoberoende 
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131-11-18 

lineaire, adj 

qualifie un element de circuit ou un circuit pour lequel les relations entre les grandeurs 
integrales sont lineaires 

NOTE 1 - Une relation y = F(x) entre deux grandeurs x et y, ou F est un operateur, est lineaire si 
F(a x- ] + Px z ) = a F{x^ + [3 F(x 2 ) 

a et y3 etant des nombres reels ou complexes. 

NOTE 2 - En anglais, le terme « linear » a un autre sens dans la CEI 60050-111, numeros 111-12-09 
et 111-14-58. En francais, le terme equivalent est « lineique ». 

linear 

qualifies a circuit element or a circuit for which the integral quantities are linearly related 
NOTE 1 - A relation y = F(x) between two quantities x andy, where F is an operator, is linear if 

F{a X] + j3 x z ) = a F{xJ + /J F{x 2 ) 

where a and /3 are real or complex numbers. 

NOTE 2 -In English, the term "linear" has another meaning in IEC 60050-111, items 111-12-09 and 
1 1 1-14-58. In French, the equivalent term is "lineique". 

ar La. 

en §¥« 

de linear (Adjektiv) 

es lineal 

ja m^ l</)) 

pi liniowy 

pt linear 

sv linjar 

131-11-19 

non lineaire, qualificatif 

qualifie un element de circuit ou un circuit pour lequel les relations entre les grandeurs 
integrales ne sont pas toutes lineaires 

non-linear 

qualifies a circuit element or a circuit for which not all relations between the integral quantities 
are linear 

ar (/ ki ^ 

en #.**tt«F 

de nichtlinear (Adjektiv) 

es no lineal 

ja &1&M (</>) 

pi nieliniowy 

pt nao-linear 

sv icke-linjar 



10 
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131-11-20 

symetrique, adj 

qualifie un bipole, elementaire ou non, pour lequel les relations entre les grandeurs integrates 
restent valables si on remplace la valeur de chaque grandeur par son oppose 

NOTE 1 - Un exemple de bipole elementaire symetrique est un element resistif caracterise par une 
relation fonctronnelte impaire entre la tension instantanee et le courant instantane. 

NOTE 2 - Le terme « symetrique » a d'autres sens lorsqu'il est applique a un biporte (voir 131-12-70) 
ou a un systeme polyphase. 

symmetric 

qualifies a two-terminal element or a two-terminal circuit for which the relations between the 
integral quantities remain valid if the value of each quantity is replaced by its negative 

NOTE 1 - An example is a resistive element characterized by an odd functional relation between 
instantaneous voltage and instantaneous current. 

NOTE 2 -The term "symmetric" has other meanings when applied to a two-port network (see 131-12-70) 
or to a polyphase system. 

ar JSUl« 

en tfiffcftj 

de symmetrisch (Adjektiv) 

es simetrtco 

ja #f# (</>) 

pi symetryczny 

pt simetrico 

sv symmetrisk 



131-11-21 

asymetrique, adj 

qualifie un bipole, elementaire ou non, pour lequel au moins une relation entre les grandeurs 
integrates cesse d'etre valable si on remplace la valeur de chaque grandeur par son oppose 

NOTE 1 - Un exemple de bipole asymetrique est une diode ideale. 

NOTE 2 - Le terme « asymetrique » a un autre sens lorsqu'il est applique a un biporte (voir 131-12-71). 

asymmetric 

qualifies a two-terminal element or a two-terminal circuit for which at least one relation 
between the integral quantities does not remain valid if the value of each quantity is replaced 
by its negative 

NOTE 1 - An example is an ideal diode. 

NOTE 2 - The term "asymmetric" has another meaning when applied to a two-port network (see 131-12-71). 



ar 


JjLai-o jLC. 


en 


MM 


de 


unsymmetrisch (Adjektiv) 


es 


asimetrico 


ja 


#*f*fc (co) 


pl 


niesymetryczny 


Pt 


assimetrico 


sv 


asymmetrisk 



11 



IS 1885 (Part 57): 2008 
lEC 60050-131 : 2002 

131-11-22 

courant continu, m 

courant electrique independant du temps ou, par extension, courant periodique dont la 
composante continue est d'importance primordiale 

NOTE - Pour le qualificatif DC, voir la CEI 60050-151. 

direct current 

electric current that is time-independent or, by extension, periodic current the direct 
component of which is of primary importance 

NOTE - For the qualifier DC, see IEC 60050-151. 

ar j+jLvuu* jL.3 

en ijRfek 

de Gleichstrom, m 

es corriente continua 

ja ilL&ftHsft 

pi pr^d stafy 

pt corrente continua 

sv likstrom 



131-11-23 

tension continue, f 

tension electrique independante du temps ou, par extension, tension periodique dont la 
composante continue est d'importance primordiale 

NOTE - Pour le qualificatif DC, voir la CEI 60050-151. 

direct voltage 
direct tension 

voltage that is time-independent or, by extension, periodic voltage the direct component of 
which is of primary importance 

NOTE - For the qualifier DC, see IEC 60050-151. 

ar ij.inu i*i»li; 

en Sffifeffi 

de Gleichspannung, f 

es tension continua 

ja WMW± 

pl napiecie state 

pt tensao continua 

sv likspanning 
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131-11-24 

courant alternatif, m 

courant electrique qui est une fonction periodique du temps a composante continue nulle ou, 
par extension, a composante continue negligeable 

NOTE - Pour le qualificatif AC, voir la CEI 60050-151. 

alternating current 

electric current that is a periodic function of time with a zero direct component or, by 
extension, a negligible direct component 

NOTE -For the qualifier AC, see IEC 60050-151. 

ar jjji« jt^s 

en £«[(&»[ 

de Wechselstrom, m 

es corriente alterna 

ja £jSlflE 

pi pra,d przemienny 

pt corrente alternada; corrente alterna 

sv vaxelstrom 



131-11-25 

tension alternative, f 

tension electrique qui est une fonction periodique du temps a composante continue nulle ou, 
par extension, a composante continue negligeable 

NOTE - Pour le qualificatif AC, voir la CEI 60050-151. 

alternating voltage 
alternating tension 

voltage that is a periodic function of time with a zero direct component or, by extension, 
a negligible direct component 

NOTE- For the qualifier AC, see IEC 60050-151. 

ar »jjjjL« i^Jali; jj_j3_» n~ 

en £§![&££ 

de Wechselspannung, f 

es tension alterna 

ja 3Z.MWR 

pi napiecie przemienne 

pt tensao alternada; tensao alterna 

sv vaxelspanning 
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131-11-26 
phaseur, m 

representation d'une grandeur integrale sinusoidale par une grandeur complexe dont Targu- 
ment est egal a la phase a I'origine et le module est egal a la valeur efficace [101-14-62 MOD] 

NOTE 1 - Pour une grandeur a{t) ~ A^ cos {co t + & Q ) le phaseur est Aexp]& . 

NOTE 2 - La representation semblable ou le module est egal a I'amplitude est parfois aussi appelee 
« phaseur ». 

NOTE 3 - Un phaseur peut aussi etre represents graphiquement. 

phasor 

representation of a sinusoidal integral quantity by a complex quantity whose argument is equal to 
the initial phase and whose modulus is equal to the root-mean-square value [101-14-62 MOD] 

NOTE 1 - For a quantity a{t) = A^J2cos {at + $ Q ) the phasor is A exp j# . 

NOTE 2 - The similar representation with the modulus equal to the amplitude is sometimes also called 
"phasor". 

NOTE 3 - A phasor can also be represented graphically. 

ar <lslu; (lij^L ) <j»a» **,»!& 

en ffii 

de Zeiger, m 

es fasor 

ja 7s- if 

pi fazor; wskaz (termin przestarzaly); wektor (termin niezalecany wtym sensie) 

pt fasor 

sv visare 



131-11-27 

regime periodique, m 

etat d'un element de circuit electrique ou d'un circuit electrique caracterise par des courants 
et tensions qui sont tous des fonctions periodiques du temps ayant la meme periode 

periodic conditions 

state of an electric circuit element or electric circuit that is characterized by the electric 
currents and voltages all being periodic functions of time with the same period 

ar i^jjj oiVla. 

en ftmVi& 

de periodische Bedingungen, f, pi 

es regimen periodico 

ja mm&ft 

pi stan okresowy 
pt regime periodico 
sv periodiskt tillstand 
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131-11-28 

regime sinusoidal, m 

etat d'un element de circuit electrique iineaire ou d'un circuit electrique lineaire caracterise 
par des courants et tensions qui sont tous des fonctions sinusoi'dales du temps ayant la 
meme frequence 

sinusoidal conditions 

state of a linear electric circuit element or electric circuit that is characterized by the electric 
currents and voltages all being sinusoidal functions of time with the same frequency 

cn JHiJg^iS 

de Sinusvorgange, m, pi; Sinusbedingungen, f, pi 

es regimen sinusoidal 

ja lE&SJ&fr 

pi stan sinusoidalny 

pt regime sinusoidal 

sv sinusformigt tillstand 

131-11-29 

sens du courant electrique, m 

par convention, sens du transfert net de charge electrique positive entre deux bornes 

NOTE - Dans le cas usuel de porteurs de charge negatifs, le sens du courant est oppose a celui du flot 
des porteurs de charge. 

direction of electric current 

by convention, the direction of the net flow of positive electric charge transferred from one 
terminal to another terminal 

NOTE - In the usual case of negative charge carriers, the direction of the current is opposite to the 
direction of the flow of these charge carriers. 

ar ^j^iJt _>t±il! <»U3l 

cn ifcaK^ripj 

de Stromrichtung, f 

es sentido de la corriente electrica 

ja %Li&<d1j\p} 

pi kierunek prqdu elektrycznego 

pt sentido da corrente electrica 

sv stromriktning 
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131-11-30 

symb.: p 

puissance instantanee (pour un bipole), f 

pour un bipole, elementaire ou non, de bornes A et B, produit de la tension electrique w AB 
entre les bornes et du courant electrique / dans le bipdle : 

p = u AB - i 

ou ii/ns est I'integrale curviligne du champ electrique de A a B et ou le courant dans le bipole 
est positif si le sens du courant electrique est de A vers B et negatif dans le cas contraire 
NOTE 1 - Le sens du courant electrique est celui defini en 131-1 1-29. 

NOTE 2 - En theorie des circuits, le champ electrique est generalement irrotationnel et par consequent 
"ab = *a ~ ^b • ou ^a et *b sont respectivement les potentiels electriques aux bornes A et B. 

instantaneous power (for a two-terminal circuit) 

for a two-terminal element or a two-terminal circuit with terminals A and B, product of the 
voltage « AB between the terminals and the electric current / in the element or circuit: 

where u AB is the tine integral of the electric field strength from A to B, and where the electric 

current in the element or circuit is taken positive if its direction is from A to B and negative in 
the opposite case 

NOTE 1 - The direction of electric current is as defined in 131-11-29. 

NOTE 2 -In circuit theory the electric field strength is generally irrotational and thus «ab = *a ~ *b ■ 
where V A and V B are the electric potentials at terminals A and B, respectively. 

ar MjUl i±jUJ ijjljj) iikaJ 5jo5 

en m&il}]$( l«t^fi ) 

de Momentanleistung (bei einem Zweipol), f; Momenta nwert der Leistung (bei einem Zweipol), m 

es potencia instantanea (para un bipolo) 

ja (2iSsr-lH]*ftT*fiO) m#%1l 

pi moc chwilowa (dwojnika) 

pt potencia instantanea (para um bipolo) 

sv momentan effekt (for tvapol) 
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131-11-31 

symb.: p 

puissance instantanee (pour un multipole), f 

pour un multipole a n bornes, somme des puissances instantanees relatives aux n - 1 paires de 
bornes formees en choisissant I'une des bornes comme borne commune a toutes les paires 

NOTE - La puissance instantanee est independante du choix de la borne commune. 

instantaneous power (for an ^-terminal circuit) 

sum of the instantaneous powers relative to the n - 1 pairs of terminals when one of the 
terminals is chosen as a common terminal for the pairs 

NOTE - The instantaneous power is independent of the choice of the common terminal, 
ar G_ij-L» A' jjju ) «ib->l Sjdi 

en ®M%( itfiiNi&to ) 

de Momentanleistung (bei einem Mehrpol), f; Momentanwert der Leistung (bei einem Mehrpol), m 

es potencia instantanea (para un multipolo) 

ja (»$i7-[eis8-ctf>) mmmij 

pi moc chwilowa (obwodu «-koricowkowego) 
pt potencia instantanea (para urn multipolo) 
sv momentan effekt (for «-pol) 

131-11-32 

puissance instantanee absorbee, f 

pour un bipole ou un multipole, puissance instantanee ayant une valeur positive 

instantaneous absorbed power 

for a two-terminal circuit or an 77-terminal circuit, positive instantaneous power 

ar 4 nil n n *i l^.~ I Ojji 

en mm^mrh^ 

de Momentanwert der aufgenommenen Leistung, f 
es potencia instantanea absorbida 

ja m^wumjj 

pi moc chwilowa pobierana 

pt potencia instantanea absorvida 

sv momentant upptagen effekt 

131-11-33 

puissance instantanee fournie, f 

pour un bipole ou un multipole, puissance instantanee ayant une valeur negative 

instantaneous supplied power 

for a two-terminal circuit or an ^-terminal circuit, negative instantaneous power 

ar (0 noil ) Sjjjjo 3jU~l ojlii 

en mtfmmih* 

de Momentanwert der abgegebenen Leistung, f 
es potencia instantanea cedida 

ja m®fi&&mti 

pi moc chwilowa dostarczana 
pt potencia instantanea fornecida 
sv momentant avgiven effekt 
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131-11-34 

passif, adj 

qualifie un element de circuit ou un circuit dans lequel I'integrale de la puissance instantanee 
ne peut pas etre negative sur tout intervalle de temps commencant avant !a premiere 
alimentation en energie electrique 

NOTE 1 - En regime periodique, I'intervalle d'integration peut comporter un nombre fini de periodes au 
lieu de commencer a moins I'infini. 

NOTE 2 - Un circuit passif ne contient normalement aucune source de tension ou de courant. 

passive 

qualifies a circuit element or a circuit for which the time integral of the instantaneous power 
cannot be negative over any time interval beginning at an instant before the first supply of 
electric energy 

NOTE 1 - Under periodic conditions, the integration interval can comprise an integral number of 
periods instead of beginning at minus infinity. 

NOTE 2 - A passive circuit normally does not contain voltage or current sources 



ar 


yr4— 


en 


£*« 


de 


passiv (Adjektiv 


es 


pasivo 


ja 


Sft (&t£) 


Pi 


pasywny 


pt 


passivo 


sv 


passiv 


131 


-11-35 


dissipatif, adj 



qualifie un element de circuit ou un circuit dans lequel I'integrale de la puissance instantanee 
est positive sur tout intervalle de temps contenant I'instant de la premiere alimentation en 
energie electrique 

NOTE - En regime periodique, I'intervalle d'integration peut comporter un nombre fini de periodes au 
lieu de commencer a moins I'infini 

dissipative 

qualifies a passive circuit element or a passive circuit for which the time integral of the 
instantaneous power is positive over any time interval containing the instant of the first supply 
of electric energy 

NOTE - Under periodic conditions, the integration interval can comprise an integral number of periods 
instead of beginning at minus infinity 



ar j. 

en nmm 

de dissipativ (Adjektiv); energieaufnehmend (Adjektiv) 

es disipativo 

ja »j£ (<j>) 

pi rozpraszaja^cy 

pt dissipativo 

sv effektforbrukande 
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131-11-36 

non dissipatif, quaiificatif 

qualifie un element de circuit ou un circuit dans lequel l'integrale de la puissance instantanee 
n'est pas toujours positive sur tout intervalle de temps commencant avant la premiere 
alimentation en energie electrique 

NOTE - En regime periodique, I'intervalle d'integration peut comporter un nombre fini de periodes au 
lieu de commencer a moins I'infini. L'integrale de la puissance instantanee est alors nulle. 

non-dissipative 

qualifies a passive circuit element or a passive circuit for which the time integral of the 
instantaneous power is not always positive over any time interval beginning at an instant 
before the first supply of electric energy 

NOTE - Under periodic conditions, the integraton interval can comprise an integral number of periods 
instead of beginning at minus infinity. In this case, the time integral of the instantaneous power is zero. 

ar j.ifLj» _>*£. 

en &nmi& 

de verlustfrei (Adjektiv) 
es no disipativo 

ja Mil (</» 

pi nierozpraszaja_cy; zachowawczy 

pt nao-dissipativo 

sv icke effektforbrukande 



131-11-37 

reactif, adj 

qualifie, en regime sinusoidal, un element de circuit lineaire ou un circuit lineaire dans lequel 
l'integrale de la puissance instantanee sur un nombre entier de periodes est nulle 

NOTE - Un circuit ou element de circuit reactif est passif et non dissipatif. 

reactive 

qualifies, under sinusoidal conditions, a linear circuit element or circuit for which the time 
integral of the instantaneous power over an integral number of periods is zero 

NOTE - A reactive circuit element or circuit is passive and non-dissipative. 



ar 


JtbLo 


en 


^rftto 


de 


Blind... (in Zusammensetzungen); reaktiv (Adjektiv 


es 


reactivo 


ja 


m$h uo 


pl 


bierny; reaktywny 


Pt 


reactivo 


sv 


reaktiv 
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131-11-38 
actif, adj 

qualifie un element de circuit ou un circuit qui n'est pas passif 

NOTE 1 - Un circuit actif contient normalement des sources de tension ou de courant. 

NOTE 2 - Le terme « actif » a un autre sens en 131-11-42. 

active 

qualifies a circuit element or a circuit which is not passive 

NOTE 1 - An active circuit normally contains voltage or current sources. 

NOTE 2 - The term "active" has another meaning in 131-11-42. 

ar JL*i 

en W3gftJ 

de aktiv (Adjektiv) 

es activo 

ja Htb (fi'jft) ; W3b {#}?£) 

pi czynny; aktywny 

pt activo 

sv aktiv 

131-11-39 

symb.: S 

puissance complexe, f 
puissance complexe apparente, f 

en regime sinusoidal, produit du phaseur U representant la tension electrique aux bornes 
d'un bipole lineaire, elementaire ou non, et du conjugue du phaseur / representant le courant 
electrique dans le bipole : 

NOTE - L'unite SI de puissance complexe est le voltampere. 

complex power 
complex apparent power 

under sinusoidal conditions, product of the phasor U representing the voltage between the 
terminals of a linear two-terminal element or two-terminal circuit and the complex conjugate of 
the phasor / representing the electric current in the element or circuit: 

s=ur 

NOTE - The SI unit for complex power is the voltampere. 

ar (iiSj-a <jj^LU SjjJ) «-t£j-« 5jji 

en gi*$ : £:&M£*: fiW&J#£ 

de komplexe Leistung f; komplexe Scheinleistung, f 

es potencia compleja; potencia compleja aparente 

ja mm (&ffi) mjj 

pi moc zespolona 

pt potencia complexa; potencia aparente complexa 

sv komplex (konjugat)effekt 
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131-11-40 

symb.: S_ 

puissance complexe alternative, f 

en regime sinusoidal, produit du phaseur U representant la tension electrique aux bornes 
dun bipole lineaire, elementaire on non, et du phaseur / representant le courant electrique 
dans le bipole : 

NOTE - L'unite SI de puissance complexe alternative est le voltampere. 

complex alternating power 
alternating power 

under sinusoidal conditions, product of the phasor U representing the voltage between the 
terminals of a linear two-terminal element or two-terminal element circuit and the phasor / 
represGnting the electric current in the element or circuit: 

NOTE - The S! unit for complex alternating power is the voltampere. 
ar (iijjjj Sjji) <u£j-» ojjjj Sjji 

en n^msum- kmijim 

de komplexe Wechselleistung, f; Wechselleistung, f 
es potencia compleja alterna 

ja mm (&wt) mji 

pi moc zespolona przemienna 
pt potencia alternada complexa 
sv produkteffekt 

131-11-41 

symb.: S 

puissance apparente, f 

produit des valeurs efficaces de la tension electrique U aux bornes d'un bipole, elementaire 
ou non, et du courant electrique / dans le bipole : 

S = UI 

NOTE 1 - En regime sinusoidal, la puissance apparente est le module de la puissance complexe. 
NOTE 2 - L'unite SI de puissance apparente est le voltampere. 

apparent power 

product of the rms voltage U between the terminals of a two-terminal element or two-terminal 
circuit and the rms electric current / in the element or circuit: 

S = UI 
NOTE 1 - Under sinusoidal conditions, the apparent power is the modulus of the complex power. 
NOTE 2 - The SI unit for apparent power is the voltampere. 

ar iijjbLk 5jji 

en fjfeaua*; ttfiJ** 

de Scheinleistung, f 

es potencia aparente 

ja &^MJj 

pi moc pozorna 

pt potencia aparente 

sv skenbar effekt 

21 



IS 1885 (Part 57): 2008 
IEC 60050-131 : 2002 

131-11-42 

symb.. P 
puissance active, f 

en regime periodique, moyenne, sur une periode T, de la puissance instantanee^ : 

1 T 
P = -\ P 6t 

o 
NOTE 1 - En regime sinusoidal, la puissance active est la partie reelle de la puissance complexe. 
NOTE 2 - L'unite SI de puissance active est le watt. 

active power 

under periodic conditions, mean value, taken over one period T, of the instantaneous power/?: 



NOTE 1 - Under sinusoidal conditions, the active power is the real part of the complex power. 
NOTE 2 - The SI unit for active power is the watt. 

ar «JUi sjji 

en iriftijj* 

de Wirkleistung, f 

es potencia activa 

ja mihtltl 

pi moc czynna 

pt potencia activa 

sv aktiv effekt 
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131-11-43 

symb.: Q 

puissance non active, f 

pour un bipole, elementaire ou non, en regime periodique, grandeur egale a la racine carree 
de la difference des carres de la puissance apparente et de la puissance active : 

£L = 4s 2 - P 2 

ou S est la puissance apparente et P la puissance active 

NOTE 1 - En regime sinusoidal, la puissance non active est la valeur absolue de la partie imaginaire 
de la puissance complexe. 

NOTE 2 - L'unite SI de puissance non active est le voltampere. Le nom special « var » et le symbole 
« var » sont donnes dans la CEI 60027-1. 

non-active power 

for a two-terminal element or a two-terminal circuit under periodic conditions, quantity equal to 
the square root of the difference of the squares of the apparent power and the active power: 



where S is the apparent power and P is the active power 

NOTE 1 - Under sinusoidal conditions, the non-active power is the absolute value of the imaginary part 
of the complex power. 

NOTE 2 - The SI unit for non-active power is the voltampere. The special name "var" and symbol "var" 
are given in IEC 60027-1. 

ar sJL«i j±l ojji 

en -MM* 

de Gesamtblindieistung, f 

es potencia no activa 

ja m^nfj 

pi moc bierna 

pt potencia nao-activa 

sv icke-aktiv effekt 
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131-11-44 

symb.: Q 

puissance reactive, f 

puissance non active dans le cas d'un bipole lineaire, elementaire ou non 

NOTE 1 - En regime sinusoidal, la puissance reactive est le produit de la puissance apparente S et du 
dephasage tension-courant <p : Q - Ss\n<p . 

NOTE 2 - L'unite de puissance reactive est le voltampere. Le nom special « var » et le symbole « var » 
sont donnes dans la CEI 60027-1. 

reactive power 

non-active power for a linear two-terminal element or two-terminal circuit 

NOTE 1 - Under sinusoidal conditions, the reactive power is the product of the apparent power 5 and 
the sine of the displacement angle q>: Q = S sincp . 

NOTE 2 - The SI unit for reactive power is the voltampere, The special name "var" and symbol "var" 
are given in IEC 60027-1. 

ar iU.lL* Jj^i 

en I:XhSh% 

de Blindleistung f 

es potencia reactiva 

ja Mit/J 

pi moc bierna reaktywna 

pt potencia reactiva 

sv reaktiv effekt 

131-11-45 

symb.: var 

var, m 

nom special du voltampere dans le cas de la puissance non active et de la puissance reactive 

var 

special name of the voltampere in the case of non-active and reactive power 

ar jU 

en 5 

de Var, n 

es var 

ja /< — /u 

pi war 

pt var 

sv var 
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131-11-46 

symb.: A 

facteur de puissance, m 

en regime periodique, rapport de la valeur absolue de la puissance active P a la puissance 
apparente 5' : 

NOTE - En regime sinusoidal, le facteur de puissance est la valeur absolue du facteur de puissance 
active. 

power factor 

under periodic conditions, ratio of the absolute value of the active power P to the apparent 
power S: 

x-JA 

S 

NOTE - Under sinusoidal conditions, the power factor is the absolute value of the active factor. 

ar 5joi JjU-o 

en J**HSt 

de Leistungsfaktor, m 

es factor de potencia 

ja jjs& 

pi wspotczynnik mocy (1) 

pt factor de potencia 

sv effektfaktor 



131-11-47 

symb.: A^ 

facteur de puissance non active, m 

en regime periodique, rapport de la puissance non active £L a la puissance apparente 5" : 

S 

NOTE - En regime sinusoidal, le facteur de puissance non active est la valeur absolue du facteur de 
puissance reactive. 

non-active power factor 

under periodic conditions, ratio of the non-active power Q^ to the apparent power S: 

S 

NOTE - Under sinusoidal conditions, the non-active power factor is the absolute value of the reactive 
factor. 

ar iJI_»i _j±i Sjji JjiL«-b 

en *^"3*J**E9IJC 

de Gesamtblindleistungsfaktor, m 

es factor de potencia no activa 

ja M/J$ 

pi wspotczynnik mocy biernej 

pt factor de potencia nao-activa 

sv icke-aktiv effektfaktor 25 



IS 1885 (Part 57): 2008 
IEC 60050-131 : 2002 

131-11-48 

symb.: cp 

dephasage tension-courant, m 
angle de facteur de puissance, m 

en regime sinusoidal, difference de phase entre la tension electrique appliquee a un bipole 
lineaire, elementaire ou non, et le courant electrique dans le bipole 

NOTE - Le cosinus du dephasage tension-courant est le facteur de puissance active. 

displacement angle 
phase difference angle 

under sinusoidal conditions, phase difference between the voltage applied to a linear two- 
terminal element or two-terminal circuit and the electric current in the element or circuit 

NOTE - The cosine of the displacement angle is the active factor. 

ar (o>kJt 3ji *Aj'j) ^'jl Mj'j 

en fcft&ft: ffi&gft 

de Phasenverschiebungswinkel, m 

es desfase tension-corriente; angulo de factor de potencia 

ja tt.m& (ft) 

pi przesuniqcie fazowe 

pi desfasagem tensao-corrente; angulo de factor de potencia 

sv fasdifferens 



131-11-49 

facteur de puissance active, m 
facteur de dephasage, m 

pour un bipole, elementaire ou non, en regime sinusoidal, rapport de la puissance active a !a 
puissance apparente 

NOTE - Le facteur de puissance active est egal au cosinus du dephasage tension-courant. 

active factor 

for a two-terminal element or a two-terminal circuit under sinusoidal conditions, ratio of the 
active power to the apparent power 

NOTE - The active factor is equal to the cosine of the displacement angle. 

ar <JLlaJI 5jjilt J_oLt-o 

en MB St 

de Wirkfaktor, m 

es factor de potencia activa 

ja W$J«& 

pi wspotczynnik mocy (2) 

pt factor de potencia activa 

sv effektfaktor; cos <p 
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131-11-50 

facteur de puissance reactive, m 

pour un bipole, elementaire ou non, en regime sinusoidal, rapport de la puissance reactive a 
la puissance apparente 

NOTE - Le facteur de puissance reactive est egal au sinus du dephasage tension-courant. 

reactive factor 

for a two-terminal element or a two-terminal circuit under sinusoidal conditions, ratio of the 
reactive power to the apparent power 

NOTE - The reactive factor is equal to the sine of the displacement angle. 

ar iiclin)] Jj»L»-« 

en MH& 

de Blindfaktor, m 

es factor de potencia reactiva 

ja mm$k 

p! wspotczynnik mocy biernej reaktywnej 
pt factor de potencia reactiva 
sv reaktiv effektfaktor 



131-11-51 

courant actif, m 

pour un bipole, elementaire ou non, alimente par une tension periodique, composante 
du courant electrique proportionnelle a la tension avec un facteur de proportionnalite egal au 
quotient de la puissance active par le carre de la valeur efficace de la tension 

NOTE - Lorsque la tension d'alimentation est sinusoi'dale, le courant actif est la composante du 
courant dans le bipole qui a la meme frequence que la tension et est en phase avec elle. 

active current 

for a two-terminal element or a two-terminal circuit supplied by a periodic voltage, component 
of the electric current proportional to the voltage with a proportionality factor equal to the 
active power divided by the square of the rms voltage 

NOTE - When the supplied voltage is sinusoidal, the active current is that component of the electric 
current in the element or circuit which has the same frequency as the voltage and is in phase with it. 

ar JL*i jUj 

en ^T J* % M. 

de Wirkstromstarke f; Wirkstrom, m 

es corriente activa 

ja %%i1£,U 

pi pra/j czynny; sktadowa czynna pra^du 

pt corrente activa 

sv aktiv strom 
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131-11-52 

courant non actif, m 

pour un bipole, elementaire ou non, alimente par une tension periodique, difference entre le 
courant electrique et le courant actif 

NOTE - Le courant non-actif est orthogonal a la tension, c.-a-d. I'integrale du produit des deux 
grandeurs pendant une periode est nulle. 

non-active current 

for a two-terminal element or a two-terminal circuit supplied by a periodic voltage, difference 
between the electric current and the active current 

NOTE - The non-active current is orthogonal to the voltage, i.e. the integral of the product of the two 
quantities over a period is zero. 

ar JUi jj£ jlp 

en **rj#f&8!E 

de Gesamtblindstromstarke, f; Gesamtblindstrom, m 

es corriente no activa 

ja *£%ii&m 

pi prqd bierny; sktadowa bierna pra.du 

pt corrente nao-activa 

sv icke-aktiv strom 



131-11-53 
courant reactif, m 

courant non actif en regime sinusoidal 

NOTE - Le courant reactif est la composante du courant en quadrature avec la tension, c.-a-d. 
la composante qui a une difference de phase de ± n/2 par rapport a la tension. 

reactive current 

non-active current under sinusoidal conditions 

NOTE - The reactive current is the component of the current in quadrature with the voltage, i.e. 
the component which has a phase difference equal to ± Jt/2 with respect to the voltage. 

ar Jtli* jLjj 

en ^ci^ffeM 

de Blindstromstarke, f; Blindstrom m 

es corriente reactiva 

ja m^nm 

pi pr^d bierny reaktywny; sktadowa bierna reaktywna pra^du 
pt corrente reactiva 
sv reaktiv strom 
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131-11-54 
courant inductif, m 

courant reactif presentant un retard de phase de 7t/2 par rapport a la tension 

inductive current 

reactive current having a phase lag of n/2 with respect to the voltage 

ar jl*. jt^j 

en SB $i tfe jft 

de induktive Stromstarke, f; induktiver Strom, m 

es corriente inductiva 

ja mmnm 

pi pra.d indukcyjny 
pt corrente indutiva 
sv induktiv strom 

131-11-55 

courant capacitif, m 

courant reactif presentant une avance de phase de nil par rapport a la tension 

capacitive current 

reactive current having a phase lead of n/2 with respect to the voltage 

ar ifyujt jl±3 

en tfeWfetfE 

de kapazitive Stromstarke, f; kapazitiver Strom, m 

es corriente capacitativa 

ja mm&mm 

pi pra^d pojemnosciowy 
pt corrente capacitiva 
sv kapacitiv strom 
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Section 131-12 - Elements de circuit et leurs caracteristiques 
Section 131-12 - Circuit elements and their characteristics 



131-12-01 

multipole resistif, m 

multipole elementaire passif caracterise par des relations fonctionnelles entre les tensions 
electriques entre deux bornes quelconques et les courants electriques aux bornes 

NOTE - L'energie electrique absorbee par un multipole resistif n'est pas recuperable sous forme 
d'energie electrique aux bornes. 

resistive ^-terminal element 

passive ^-terminal circuit element characterized by functional relations between the voltages 
between any two terminals and the electric currents at the terminals 

NOTE - The electric energy absorbed by an resistive w-terminal element is not recoverable as electric 
energy at the terminals. 

ar <_iJj_U^I jjjii* ,-ajUU j.Air 

en t&m&nWjiW 

de mehrpoliges Widerstandselement, n; n-poliges Widerstandselement, n 

es multipolo resistivo; elemento resistivo de « terminales 

ja t&ili^n^l-mi- 

pi element n-koricowkowy rezystywny 

pt multipolo resistivo 

sv resistivt n-poligt kretselement 



131-12-02 

bipole resistif, m 

bipole elementaire passif caracterise par une relation fonctionnelle entre la tension electrique 
aux bornes et le courant electrique dans I'element 

NOTE - L'energie electrique absorbee par un bipole resistif n'est pas recuperable sous forme d'energie 
electrique aux bornes. 

resistive two-terminal element 

passive two-terminal element characterized by a functional relation between the voltage 
between the terminals and the electric current in the element 

NOTE - The electric energy absorbed by an resistive two-terminal element is not recoverable as 
electric energy at the terminals. 

ar ^i_>LJI ^Uj ,c-<>jUL> j-^ 1 " 

en feffite-JUxtt 

de zweipoliges Widerstandselement, n 

es bipolo resistivo; elemento resistivo de dos terminales 

ja Mt£2aft}?-m?- 

pl dwojnik rezystywny 

pt bipolo resistivo 

sv resistivt tvapoligt kretselement 
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131-12-03 
resistance ideate, f 

bipole resistif lineaire 

NOTE 1 - Pour une resistance ideale, le quotient de la tension par le courant est une constante 

positive. 

NOTE 2 - La resistance en tant que dispositif est definie dans la CEI 60050-151. 

ideal resistor 

linear resistive two-terminal element 

NOTE 1 - For an ideal resistor, the quotient of voltage by current is a positive constant. 

NOTE 2 - The term "resistor" is defined in IEC 60050-151 as a device. 

ar ,Jlij> Ajti-o 

en sasmi&s 

de ohmscher Widerstand, m; idealer Widerstand, m 

es resistencia ideal 

ja 3«£t 

pi rezystor idealny; opornik idealny 

pt resistor ideal 

sv ideal resistor 
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131-12-04 

symb.: R 
resistance (1), f 

pour un bipole resistif, elementaire ou non, de bornes A et B, quotient de la tension m ab entre 
les bornes par le courant / dans le bipole : 

i 

ou w AB est I'integrale curviligne du champ electrique de A a B et ou le courant est positif si le 

sens du courant est de A vers B et negatif dans le cas contraire 

NOTE 1 - Une resistance ne peut pas etre negative. 

NOTE 2 - Le terme « resistance » a un sens apparente en 131-12-45. 

NOTE 3 - En francais, le terme « resistance » designe aussi un dispositif, en anglais « resistor » 
(voir la CEI 60050-151). 

resistance (1) 

for a resistive two-terminal element or two-terminal circuit with terminals A and B, quotient of 
the voltage w AB between the terminals by the electric current / in the element or circuit: 

i 

where ;/ AB is the line integral of the electric field strength from A to B, and where the electric 

current is taken positive if its direction is from A to B and negative in the opposite case 

NOTE 1 - A resistance cannot be negative. 

NOTE 2 - The term "resistance" has a related meaning in 131-12-45. 

NOTE 3 - In French, the term "resistance" also denotes a device, in English "resistor" (see IEC 60050-151). 

ar (\) iAjli* 

en ffePK 1 ) 

de Widerstandswert, m; Widerstand, m; Resistanz (1), f 

es resistencia (1) 

ja 8£J7i (1) 

pi rezystancja (1); opor elektryczny 

pt resistencia 

sv resistans 
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131-12-05 

symb.: R^ 

resistance differentielle, f 

pour un bipole resistif, elementaire ou non, de bornes A et B, derivee de la tension u AB entre 
les bornes par rapport au courant / dans le bipole : 

_ dn AB 

Oil 

ou n AB est I'integrale curviligne du champ electrique de A a B et ou le courant est positif si le 
sens du courant est de A vers B et negatif dans le cas contraire 

NOTE - Pour une resistance ideale, la resistance differentielle R$ est egale a sa resistance ^?. 

differential resistance 

for a resistive two-terminal element or two-terminal circuit with terminals A and B, derivative 
of the voltage u AB between the terminals with respect to the electric current / in the element 
or circuit: 

__ da AB 
at 

where u AB is the line integral of the electric field strength from A to B, and where the electric 
current is taken positive if its direction is from A to B and negative in the opposite case 

NOTE - For an ideal resistor, the differential resistance R^ is equal to its resistance R. 

en mtt&m 

de differentieller Widerstand, m 
es resistencia diferencial 

ja m^ffitf; 

pi rezystancja rozniczkowa 
pt resistencia diferencial 
sv differentiell resistans 
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131-12-06 

symb.: G 

conductance (1), f 

pour un bipole resistif, elementaire ou non, de bornes A et B, quotient du courant / dans le 
bipole par la tension « AB entre les bornes : 



W AB 



ou w AB est I'integrale curviligne du champ electrique de A a B et ou le courant est positif si le 

sens du courant est de A vers B et negatif dans le cas contraire 

NOTE 1 - La conductance est I'inverse de la resistance. 

NOTE 2 - Le terme « conductance » a un sens apparente en 131-12-53. 

conductance (1) 

for a resistive two-terminal element or two-terminal circuit with terminals A and B, quotient of 
the electric current / in the element or circuit by the voltage « AB between the terminals: 



M AB 



where u AB is the line integral of the electric field strength from A to B, and where the electric 
current is taken positive if its direction is from A to B and negative in the opposite case 

NOTE 1 - The conductance is the reciprocal of the resistance. 

NOTE 2 - The term "conductance" has a related meaning in 131-12-53. 

ar (\) iL^tj^ 

en |^( 1 ) 

de Leitwert, m; Konduktanz (1), f 

es conductancia (1) 

ja =*>-y??>-X (1) 

pi konduktancja (1); przewodnosc elektryczna 

pt condutancia 

sv konduktans 
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131-12-07 

symb.: G' d 

conductance differentielle, f 

pour un bipole resistif, elementaire ou non, de bornes A et B, derivee du courant / dans le 
bipole par rapport a la tension w AB entre les bornes : 

di 
<^d=^ 

dM AB 

ou w AB est I'integrale curviligne du champ electrique de A a B et ou le courant est positif si le 
sens du courant est de A vers B et negatif dans le cas contraire 

NOTE - Pour une resistance ideale, la conductance differentielle (7 d est egale a sa conductance G. 

differential conductance 

for a resistive two-terminal element or two-terminal circuit with terminals A and B, derivative 
of the electric current i in the element or circuit with respect to the voltage w AB between the 

terminals; 

G d =- 

dM AB 

where u AB is the line integral of the electric field strength from A to B, and where the electric 
current is taken positive if its direction is from A to B and negative in the opposite case 

NOTE - For an ideal resistor, the differential conductance G d is equal to its conductance G. 

ar <| ] i in lij iL^aljya 

cn flft#4i# 

de differentieller Leitwert, m; differentielle Konduktanz, f 

es conductancia diferencial 

ja $kft=>^y??>x 

pi konduktancja rozniczkowa 
pt condutancia diferencial 
sv differentiell konduktans 
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131-12-08 

diode ideale, f 

bipole resistif asymetrique caracterise par une tension nulle entre les bornes lorsque le sens 
du courant electrique dans le bipole est oriente de la borne designee A vers la borne 
designee B et par un courant nul lorsque le potentiel electrique de la borne A est inferieur ou 
egal a celui de la borne B 

NOTE - La relation fonctionnelle entre la tension z/ AB et le courant i est : 

"ab = lorsque / > 
/ = lorsque w AB < 

ou le sens de reference du courant est de A vers B. 

ideal diode 

asymmetric resistive two-terminal element characterized by zero voltage between the 
terminals when the elegtric current in it is directed from one terminal denoted A to the other 
denoted B and zero electric current when the electric potential at terminal A is less than or 
equal to the potential at terminal B 

NOTE - The functional relation between voltage m ab and electric current / is: 

"ab = when / > 
/' = when h ab < 

where the reference direction for the electric current is from A to B. 



ar 


,_lu-o (cJvlJ »La-to 


en 


3S:z«ff 


de 


ideale Diode, f 


es 


diodo ideal 


ja 


IS^*- K 


Pi 


dioda ideaina 


P* 


diodo ideal 


sv 


ideal diod 


131 


-12-09 


multipole capacitif, m 



multipole elementaire passif caracterise par des relations fonctionnelles entre les tensions 
electriques entre deux bornes quelconques et les integrates par rapport au temps des 
courants electriques aux bornes 

NOTE - L'energie electrique absorbee par un multipole capacitif est stockee sous forme electrostatique 
et peut etre restituee completement. 

capacitive n-terminal element 

passive n-terminal circuit element characterized by functional relations between the voltages 
between any two terminals and the time integrals of the electric currents at the terminals 

NOTE - The electric energy absorbed by a capacitive ^-terminal element is stored under electrostatic 
form and is completely restitutable. 

ar (^i_>Jn TV j jju ) ^.itj-LVf j „i «i » <jj*-±m j.nif 

en ^SttnJS^cft 

de mehrpoliges kapazitives Element, n; /i-poliges kapazitives Element, n 

es multipolo capacitivo; elemento capacitivo de n terminales 

ja mmnffi+mi- 

pl element w-koricowkowy pojemnosciowy 

pt multipolo capacitivo 

sv kapacitivt n-poligt kretselement 35 
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131-12-10 

bipole capacitif, m 

bipole elementaire passif caracterise par une relation fonctionnelle entre la tension electrique 
aux bornes et I'integrale par rapport au temps du courant electrique dans I'element 

NOTE - L'energie electrique absorbee par un bipole capacitif est stockee sous forme electrostatique et 
peut etre resti'tuee completement. 

capacitive two-terminal element 

passive two-terminal element characterized by a functional relation between the voltage 
between the terminals and the time integral of the electric current in the element 

NOTE - The electric energy absorbed by a capacitive two-terminal element is stored under electrostatic 
form and is completely restitutable. 

ar v_ijUt ^ui ^jajui j^aic. 

en &§tt-*S7Cfl= 

de zweipoliges kapazitives Element, n 

es bipolo capacitivo; elemento capacitivo de dos terminales 

ja mx&mrm? 

pi dwojnik pojemnosciowy 

pt bipolo capacitivo 

sv kapacitivt tvapoligt kretselement 

131-12-11 

charge electrique (d'un bipole capacitif), m 

charge electrique (121-11-01) stockee dans un bipole capacitif, egaie a I'integrale du courant 
electrique sur tout intervalle de temps commencant avant la premiere alimentation en energie 
electrique 

electric charge (of a capacitive element) 

electric charge (121-11-01) stored in a capacitive two-terminal element, equal to the time 
integral of the electric current over any time interval beginning at an instant before the first 
supply of electric energy 

ar ((^jjljjj j .r>i«l) i±tjQ& ii-> ifi 

en %#( ^i#ft;cft-W ) 

de elektrische Ladung (eines kapazitiven Elements), f 

es carga electrica (de un bipolo capacitivo) 

ja {&&te£T<n) m# 

pi tadunek elektryczny (dwojnika pojemnosciowego) 

pt carga electrica (de um bipolo capacitivo) 

sv elektrisk laddning 
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131-12-12 
capacite ideale, f 

bipole capacitif lineaire 

NOTE 1 - Pour une capacite ideale, le quotient de la charge electrique par la tension est une constante positive. 

NOTE 2 - Le terme anglais « capacitor », en francais « condensateur », est defini dans la CEI 60050-151. 

ideal capacitor 

linear capacitive two-terminal element 

NOTE 1 - For an ideal capacitor, the quotient of electric charge by voltage is a positive constant. 

NOTE 2 - The English term "capacitor", in French "condensateur", is defined in IEC 60050-151. 

ar ^Jtl* v i!K » 

en 3ffi«## 

de idealer Kondensator, m 

es condensador ideal 

ja MM*^'*^? ; Il^yfyf 

pi kondensator idealny 

pt condensador ideal 

sv ideal kondensator 

131-12-13 

symb.: C 
capacite, f 

pour un bipole capacitif de bornes A et B, quotient de sa charge Electrique q par la tension w AB 
entre les bornes : 



M AB 



ou u AB est I'integrale curviligne du champ electrique de A a B et ou le signe de la charge est 

determine en prenant positif le courant electrique qui la definit si le sens du courant est de A 
vers B et negatif dans le cas contraire 

NOTE - Une capacite ne peut pas etre negative. 

capacitance 

for a capacitive two-terminal element with terminals A and B, quotient of its electric charge q 
by the voltage w AB between the terminals: 

M AB 

where u^ is the line integral of the electric field strength from A to B and where the sign of q 

is determined by taking the electric current in the time integral defining the electric charge as 
positive if its direction is from A to B and negative in the opposite case 

NOTE - A capacitance cannot be negative. 



ar 


*JLLU 


en 


feW 


de 


Kapazitat, f 


es 


capacidad 


ja 


#tfl ; =*-r/^>*^* 


Pi 


pojemnosc 


Pt 


capacidade 


sv 


kapacitans 
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131-12-14 

symb.: C 6 

capacite' differentielle, f 

pour un bipole capacitif de bornes A et B, derivee de la charge electrique q par rapport a la 
tension w AB entre les bornes : 

c - dq 
au AB 

ou m ab est I'integrale curviligne du champ electrique de A a B et oil le signe de la charge est 

determine en prenant positif le courant electrique qui la definit si le sens du courant est de A 
vers B et negatif dans le cas contraire 

NOTE - Pour une capacite ideale, la capacite differentielle C d est egale a sa capacite C. 

differential capacitance 

for a capacitive two-terminal element with terminals A and B, derivative of the electric charge 
q with respect to the voltage u AB : 

r d <7 
*-h — • 



<An AB 

where m ab is the line integral of the electric field strength from A to B and where the sign of q 

is determined by taking the current in the time integral defining the electric charge as positive 
if its direction is from A to B and negative in the opposite case 

NOTE - For an ideal capacitor, the differential capacitance C d is equal to its capacitance C. 
ar JjLlaUu ijmi 

en mft&® 

de differentielle Kapazitat, f 
es capacidad diferencial 

ja w^mmmm 

pi pojemnosc rozniczkowa 
pt capacidade diferencial 
sv differentiell kapacitans 
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131-12-15 

multipole inductif, m 

multipole elementaire passif caracterise par des relations fonctionnelles entre les courants 
electriques aux bornes et les integrates par rapport au temps des tensions electriques entre 
deux bornes quelconques 

NOTE - L'energie electrique absorbee par un multipole inductif est stockee sous forme magnetique et 
peut etre restituee completement. 

inductive n-terminal element 

passive ^-terminal circuit element characterized by functional relations between the 
instantaneous electric currents at the terminals and the time integrals of the voltages between 
any two terminals 

NOTE - The electric energy absorbed by an inductive ^-terminal element is stored under magnetic form 
and is completely restitutable. 

ar (*_ij-k N jjju ) tjl^ktfl jjjuj jii j.ajt 

en fcflR&iiHtTEfr 

de mehrpoliges induktives Element, n; n-poliges induktives Element, n 

es multipolo inductivo; efemento inductivo de n terminates 

pl element n-koricowkowy indukcyjny 

Pt 

sv induktivt /i-poligt kretselement 



131-12-16 

bipole inductif, m 

bipole elementaire passif caracterise par une relation fonctionnelle entre le courant dans le 
bipole et I'integrale par rapport au temps de la tension aux bornes 

NOTE - L'energie electrique absorbee par un bipole inductif est stockee sous forme magnetique et 
peut etre restituee completement. 

inductive two-terminal element 

passive two-terminal element characterized by a functional relation between the electric 
current in the element and the time integral of the voltage between the terminals 

NOTE -The electric energy absorbed by an inductive two-terminal element is stored under magnetic 
form and is completely restitutable. 

ar JjJJt jJlii i ±a. j-uejjt 

en *L&&-mjift 

de zweipoliges induktives Element, n 

es bipolo inductivo; elemento inductivo de dos terminates 

ja mm^mi-mj- 

pl dwojnik indukcyjny 

pt bipolo indutivo 

sv induktivt tvapoligt kretselement 
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131-12-17 

flux totalise (d'un bipoie inductif), m 

flux totalise (121-11-24) entre les bornes d'un bipoie inductif, egal a I'integrale de la tension 
electrique sur tout intervalle de temps commenfant avant la premiere alimentation en energie 
electrique 

linked flux (of an inductive element) 

linked flux (121-11-24) between the terminals of an inductive two-terminal element, equal to 
the time integral of the voltage over any time interval beginning at an instant before the first 
supply of electric energy 

ar Cp-^ j ■ <*> *n I ) J^ofjijo ^jXji 

en m&m k&fkr-nkJiri-M ) ■. mm 

de verketteter Fluss (eines induktiven Elements), m 
es flujo concatenado (de un bipolo inductivo) 

ja m&m$L 

pi strumieh skojarzony (dwojnika indukcyjnego) 
pt fluxo totalizado (de um bipolo indutivo) 
sv lankat flode 



131-12-18 
inductance ideale, f 

bipoie inductif lineaire 

NOTE 1 - Pour une inductance ideale, le quotient du flux totalise par le courant est une constante 
positive. 

NOTE 2 - Le terme anglais « inductor », en francais « bobine d'inductance » ou « inductance », est 
defini dans la CEI 60050-151. 

ideal inductor 

linear inductive two-terminal element 

NOTE 1 - For an ideal inductor, the quotient of linked flux by electric current is a positive constant. 

NOTE 2 - The English term "inductor", in French "bobine d'inductance" or "inductance", is defined in 
IEC 60050-151. 

ar ^ti* SiLw. >J). a 

en Jiffi&M 

de ideale Spule, f; idealer Induktor, m 

es inductancia ideal 

ja mm^^y?* 

pi cewka indukcyjna idealna; dtawik idealny 
pt indutor ideal 
sv ideal induktor 
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131-12-19 

symb.. L 

inductance, f 

pour un bipole inductif de bornes A et B, quotient de son flux totalise f par le courant 
electrique i dans ('element : 

i 

ou le signe du flux totalise est determine en prenant la tension dans I'integrale qui le definit 
comme I'integrale du champ electrique de A a B, et ou le courant est pris positif si le sens du 
courant est de A vers B et negatif dans le cas contraire 

NOTE 1 - Une inductance ne peut pas etre negative. 

NOTE 2 - En francais, le terme « inductance » designe aussi elliptiquement une bobine d'inductance, 
en anglais « inductor » (voir la CEI 60050-151). 

inductance 

for an inductive two-terminal element with terminals A and B, quotient of its linked flux *P by 
the electric current / in the element: 

i 

where the sign of f is determined by taking the voltage in the time integral defining the 
(inked flux as the line integral of electric field strength from A to B and where the current is 
taken as positive if its direction is from A to B and negative in the opposite case 

NOTE 1 - An inductance cannot be negative. 

NOTE 2 - In French, the term "inductance" is also a short term for "bobine d'inductance", in English 
"inductor" (see IEC 60050-151). 

ar *iU^ 

en % J& 

de Induktivitat, f 

es inductancia 

ja 4 >¥ 9 5 >?* 

pi indukcyjnosc 

pt Indutancia; indutividade 

sv induktans 
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131-12-20 

symb.: L d 

inductance differentielle, f 

pour un bipole inductif de bornes A et B, derivee de son flux totalise f par rapport au courant 
electrique i dans I'element : 



Aj = 



df 
d/ 



oil le signe du flux totalise est determine en prenant la tension dans I'integrale qui le definit 
comme I'integrale du champ electrique de A a B, et ou le courant est pris positif si le sens du 
courant est de A vers B et negatif dans le cas contraire 

NOTE - Pour une inductance ideale, I'inductance differentielle i d est egale a son inductance L. 

differential inductance 

for an inductive two-terminal element with terminals A and B, derivative of its linked fluxf 
with respect to the electric current i in the element: 

6T 



L« = 



6i 



where the sign off is determined by taking the voltage in the time integral defining the linked 
flux as the line integral of electric field strength from A to B and where the current is taken as 
positive if its direction is from A to B and negative in the opposite case 

NOTE - For an ideal inductor, the differential inductance L d is equal to its inductance L. 

ar ill .>»tAj *5L»-o 

en «k#fc!S 

de differentielle Induktivitat, f 

es inductancia diferencial 

ja j»^y^^^ 

pi indukcyjnosc rozniczkowa 

pt indutancia diferencial; indutividade diferencial 

sv differentiell induktans 



131-12-21 

source ideale de tension, f 

bipole elementaire dont la tension aux bornes est independante du courant dans I'element 
NOTE - Une source ideale de tension est un element actif. 

ideal voltage source 
ideal tension source 

two-terminal element for which the voltage between its terminals is independent of the electric 
current in the element 

NOTE - An ideal voltage source is an active element, 
ar ,c-lt^o i*(|7- r ;' »i *±Jti-e iiUla « ;i « 

en g,«%ai^' 

de ideale Spannungsquelle f 

es fuente ideal de tension 

ja g&SffiSS 

pi zrodto idealne napi^cia 

pt fonte de tensao ideal 

sv ideal spanningskalla 
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131-12-22 

symb.: u s 

tension de source, f 

force electromotrice (desuet), f 

tension aux bornes d'une source ideale de tension 

source voltage 
source tension 

electromotive force (obsolete) 

voltage between the terminals of an ideal voltage source 

ar A+*. £*!«; **kli £+u 

en &MJEE; *«( JiBt ) 

de Quellenspannung, f; elektromotorische Kraft, f (veraltet) 

es tension de fuente 

ja MMMfe 

p\ napiecie zrodlowe; siia elektromotoryczna (termin przestarzaly) 

pt tensao de fonte; forga electromotiz (obsoleto) 

sv kallspanning 

131-12-23 

source ideale de courant, f 

bipole elementaire dont le courant est independant de la tension a ses bornes 
NOTE - line source ideale de courant est un element actif. 

ideal current source 

two-terminal element for which the electric current is independent of the voltage between its 
terminals 

NOTE - An ideal current source is an active element. 

ar ^ti* jUi £ii* 

en ISMS 

de ideale Stromquelle, f 

es fuente ideal de corriente 

ja mmmmm 

pi zrodlo idealne prqdu 
pt fonte de corrente ideal 
sv ideal stromkaila 

131-12-24 

symb.: i s 

courant de source, m 

courant electrique dans une source ideale de courant 

source current 

electric current in an ideal current source 



ar 


ff 1 -* jUj 


en 


fc**« 


de 


Quellenstrom, m 


es 


corriente de fuente 


ja 


183&18flft 


pl 


pra.d zrodiowy 


pt 


corrente de fonte 


sv 


kallstrom 
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131-12-22 

symb.: u s 

tension de source, f 

force electromotrice (desuet), f 

tension aux bornes d'une source ideale de tension 

source voltage 
source tension 

electromotive force (obsolete) 

voltage between the terminals of an ideal voltage source 

ar o^?. £-lL«; iiLli j-il* 

en ifeSii&ffi: f&ih*A(. ilfff ) 

de Quellenspannung, f; elektromotorische Kraft, f (veraltet) 

es tension de fuente 

ja HaSftffi 

pi napiecie zrodtowe; sila elektromotoryczna (termin przestarzaty) 

pt tensao de fonte; forsa electromotiz (obsoteto) 

sv kallspanning 

131-12-23 

source ideale de courant, f 

bipole elementaire dont ie courant est independant de la tension a ses bornes 
NOTE - Une source ideale de courant est un element actif. 

ideal current source 

two-terminal element for which the electric current is independent of the voltage between its 
terminals 

NOTE - An ideal current source is an active element, 
ar ^tl* jUj £iix 

en asfe$s 

de ideale Stromquelle f 

es fuente ideal de corriente 

ja ISiSl 

pf zrodto idealne pra^du 

pt fonte de corrente ideal 

sv ideal stromkalla 

131-12-24 

symb.: i s 

courant de source, m 

courant electrique dans une source ideale de courant 

source current 

electric current in an ideal current source 

ar j^u jt*3 

en f£2gffeftt 

de Quellenstrom, m 

es corriente de fuente 

ja ^.UMM 

pi pr%d zrodtowy 

pt corrente de fonte 

sv kallstrom 44 
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131-12-25 

source independante, f 



source ideale de tension ou source ideale de courant dont la grandeur de sortie est 
independante de tout courant ou tension exterieur 

independent. source 

ideal voltage source or ideal current source, the output quantity of which does not depend on 
any external voltage or electric current 

ar Ji*i ihb r t 1 - 

en %k£M 

de unabhangige Quelle, f 

es fuente independiente 

ja m^rnm 

pi zrodto niezalezne 
pt fonte independents 
sv oberoende kalla 



131-12-26 

source dependante, f 
source commandee, f 

source ideale de tension ou source ideale de courant dont la grandeur de sortie depend d'une 
tension ou d'un courant exterieur 

NOTE - Un exemple de source dependante est la source de courant commandee par un courant dans 
le circuit equivalent a un transistor. 

controlled source 

ideal voltage source or ideal current source the output quantity of which depends on an 
external voltage or electric current 

NOTE - An example of a controlled source is the current controlled current source in the equivalent 
circuit of a transistor. 



fj ^~>« f+i* 



ar 

en 3£K8R 

de gesteuerte Quelle, f 

es fuente controlada; fuente dependiente 

ja %mnm 

pi zrodto zalezne; zrodto sterowane 

pt fonte dependente; fonte controlada 

sv styrd kalla 
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131-12-27 

element reluctant, m 

element de circuit magnetique caracterise par une relation fonctionnelle entre la tension 
magnetique et le flux magnetique 

NOTE - La tension magnetique est definie en 121-11-57 dans la CEI 60050-121 comme la circulation 
du champ magnetique le long d'un chemin donne joignant deux points. Lorsque le champ magnetique 
est irrotationnel, la tension magnetique est I'oppose de la difference de potentiel magnetique. 

reluctant element 

magnetic circuit element characterized by a functional relation between magnetic tension and 
magnetic flux 

NOTE - The magnetic tension is defined in IEC 60050-121, item No 121-11-57, as the line integral of 
the magnetic field strength along a specified path linking two points. When the magnetic field strength 
is irrotational, the magnetic tension is the negative of the magnetic potential difference. 

ar *jl n n j . **ir- 

en fifclfijctt 

de reluktantes Element, n 

es elemento reluctante 

ja mfmmm* 

p} element reluktstney'iny 

pt elemento relutante 
sv reluktanselement 



131-12-28 

symb.. Rm 
reluctance, f 

pour un element reluctant, quotient de la tension magnetique V m par le flux magnetique 

V 

p — rn 



NOTE - La reluctance est ('inverse de la permeance. 

reluctance 

for a reluctant element, quotient of the magnetic tension V m by the magnetic flux <J>: 

v 
p — rn 



NOTE - The reluctance is the reciprocal of the permeance, 
ar ixiLo-o 

en mm 

de Reluktanz, f; magnetischer Widerstand, m 

es reluctancia 

ja ^7^>^; &%&%, 

pi reluktancja 

pt relutancia 

sv reluktans 
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131-12-29 

symb.: A 
permeance, f 

pour un element reluctant, quotient du flux magnetique par la tension magnetique V m : 

NOTE 1 - La permeance est I'inverse de la reluctance. 

NOTE 2 - L'unite SI de permeance est le henry. 

NOTE 3 - Dans un circuit equivalent electrique, les permeances sont representees par des conduc- 
tances, les flux magnetiques par des courants electriques et les tensions magnetiques par des tensions 

electriques. 

permeance 

for a reluctant element, quotient of the magnetic flux <P by the magnetic tension V m : 

NOTE 1 — The permeance is the reciprocal of the reluctance. 

NOTE 2 - The SI unit of permeance is the henry. 

NOTE 3 - In an electric equivalent circuit, the permeances are represented by conductances, magnetic 
fluxes by electric currents and magnetic tensions by voltages. 



ar 


SiilLo 


en 


« 


de 


Permeanz, f; magnetischer Leitwert, m 


es 


permeancia 


ja 


/^^7>X 


Pi 


permeancja 


Pt 


permeancia 


sv 


permeans 



131-12-30 

couplage (1) (en theorie des circuits), m 

interaction entre elements de circuit caracterisee par une relation entre une grandeur 
integrate relative a Tun d'eux et une grandeur integrale relative a un autre 

coupling (in circuit theory) 

interaction between circuit elements characterized by a relation between an integral quantity 
in one element and an integral quantity in another element 

ar GJtjJI iij^i ^i) 0j tu 

en m-fr( 'liiftllte't'Ffl ) 

de Kopplung (in der Netzwerktheorie), f 

es acoplamiento (en teoria de circuitos) 

ja (MKFl.wicfcltS) *££■ 

pi sprzezenie (w teorii obwodow) 

pt acoplamento (em teoria de circuitos) 

sv koppling 
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131-12-31 

couplage capacitif, m 

couplage entre elements de circuit electrique par lequel une tension aux bornes de I'un d'eux 
produit une charge electrique dans un autre 

capacitive coupling 

coupling between electric circuit elements, by which a voltage between the terminals of one of 
them gives rise to an electric charge in another element 

ar <£3*j^> ojl* 3 

en fe§14P-& 

de kapazitive Kopplung, f 

es acoplamiento capacitivo 

ja ^*t£*t^ 

pi sprzezenie pojemnosciowe 

pt acoplamento capacitivo 

sv kapacitiv koppling 

131-12-32 

symb.: C 

matrice des capacites, f 

pour un ensemble de n elements de circuit electriques comportant des couplages capacitifs 
Sineaires entre chaque paire d'elements, matrice exprimant les charges electriques q i dans 
les elements en fonction des tensions u t aux bornes des elements : 



<7i 

W/7 



( r c 

c 21 
c 



c N 

C 1tf 



c 



<v 



nn / V M n f 



NOTE - Une matrice des capacites est toujours symetrique et definie positive. 

capacitance matrix 

for a set of n electric circuit elements with linear capacitive coupling between any pair of 
them, matrix expressing the electric charges q, in the elements in terms of the voltages 
u, between the terminals of the elements: 



92 



*-11 ^"12 



c \ 



1/1 



/„ \ 



V?« / V *- w1 *~nn ) \ u n J 

NOTE - A capacitance matrix is always symmetric and positive definite. 



en fc$$£# 

de Kapazitatsmatrix, f 

es matriz de capacidades 

ja $r^s<i/5> 1/ 7-'rt$\\ 

pi macierz pojemnosci 

pt matriz de capacidades 

sv kapacitansmatris 
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131-12-33 

couplage inductif, m 

couplage entre elements de circuit electriques par lequel un courant electrique dans I'un 
d'eux produit un flux totalise aux bornes d'un autre 

NOTE - En electromagnetisme, le couplage inductif peut etre defini comme I'interaction magnetique 
selon laquelle un courant totalise dans un contour ferme produit un flux magnetique a travers toute 
surface limitee par un autre contour ferme. 

inductive coupling 

coupling between electric circuit elements, by which an electric current in one of them gives 
rise to a linked flux between the terminals of another element 

NOTE - In electromagnetism, the inductive coupling can be defined as the magnetic interaction by 
which a current linkage in a closed path gives rise to a magnetic flux through any surface bounded by 
another closed path. 

ar Jl*. Dj Uj 

en fc S 14 « -ti- 
de induktive Kopplung, f 
es acoplamiento inductivo 

pl sprzezenie induhcyjne 

pt acoplamento indutivo 
sv induktiv koppling 
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131-12-34 

symb.: L 

matrice des inductances, f 

pour un ensemble de n elements de circuit electriques comportant des couplages inductifs 
lineaires entre chaque paire d'elements, matrice exprimant les flux totalises x ¥ l aux bornes 
des elements en fonction des courants electriques / • dans les elements : 



<%' 




f I 


L 12 


% 


= 


L 2 i 




K^nj 




yL„-\ 





K 



l ;\ 



NOTE 1 - Une matrice des inductances est toujours symetrique et definie positive. 

NOTE 2 - En electromagnetisme, la matrice des inductances peut etre definie, pour un ensemble de 
contours fermes, comme la matrice exprimant les relations lineaires entre ies flux totalises le long des 
contours et les courants qui les parcourent. 

inductance matrix 

for a set of n electric circuit elements with linear inductive coupling between any pair of them, 
matrix expressing the linked fluxes 1 /^ between the terminals of the elements in terms of the 

electric currents r in the elements: 






fj 



( i i 



"21 



\Aj1 



-1« 



L-rm ) \ l n I 



NOTE 1 - An inductance matrix is always symmetric and positive definite. 

NOTE 2 - In electromagnetism, the inductance matrix can be defined, for a set of closed paths, as the 
matrix expressing linear relations between the linked fluxes along the paths and the electric currents in 
the paths. 

ar ^' ~ - <£ iL^u 

en £«»;# 

de Induktivitatsmatrix, f 

es matriz de inductancias 

ja << yw?v*frm 

pi macierz indukcyjnosci 

pt matriz de indutancias; matriz de indutividades 

sv induktansmatris 
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131-12-35 

symb.: L„ 
inductance propre, f 

terme diagonal de la matrice des inductances 

NOTE 1 - Pour un enroulement de N : tours suivant le meme contour, I'inductance propre et la 

permeance propre sont reliees par la formule : L u =N, 2 A ii 

NOTE 2 - Pour une inductance ideale, I'inductance propre est egale a I'inductance definie en 131-12-19. 

self-inductance 

diagonal term of the inductance matrix 

NOTE 1 - For a winding of jV ; turns following the same path, the self-inductance and the self- 
permeance are related by the formula: L n - N* \ 

NOTE 2 - For an ideal inductor, the self-inductance is equal to the inductance as defined in 131-12-19. 

ar ijjlj iSlrwa 

en £ J& 

de Sefbstinduktivitat, f 

es inductancia propia 

ja gfi-r^^*:/* 

pi indukcyjnosc wtasna 

pt indutancia propria; indutividade propria 

sv sjalvinduktans 

131-12-36 

symb.: I y 

inductance mutuelle, f 

terme non diagonal de la matrice des inductances 

NOTE - Pour des enroulements de N, et N ; tours suivant les memes contours, I'inductance mutuelle 
et la permeance mutuelle sont reliees par la formule : L tJ = N,N jA,j 

mutual inductance 

non-diagonal term of the inductance matrix 

NOTE - For windings of W, and iV turns following the same paths, the mutual inductance and the 
mutual permeance are related by the formula: Z.„ = N,N l A, l 

ar i^fjLjj *3La_o 

en S^ 

de gegenseitige Induktivitat f 

es inductancia mutua 

ja ^714 ^ # >? $ S 7s 

pi indukcyjnosc wzajemna 

pt indutancia mutua; indutividade mutua 

sv omsesidig induktans 
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131-12-37 

symb.: A 

matrice des permeances, f 

pour un ensemble de n elements de circuit magnetiques formant un circuit magnetique, 
matrice exprimant les flux magnetiques <£, dans les elements en fonction des courants 
totalises 0, des elements : 






\® n J V 



Ai Ai 

A\ 



A„ 



0, 



Am) \®n) 



NOTE 1 - Urte matrice des permeances est toujours symetrique et definie positive. 

NOTE 2 - En electromagnetisme, la matrice des permeances peut etre definie, pour un ensemble de 
contours fermes, comme la matrice exprimant les relations Iin6aires entre les flux magnetiques qui 
traversent des surfaces limitees par les contours et les courants totalises dans ces contours. 

permeance matrix 

for a set of n magnetic circuit elements forming a magnetic circuit, matrix expressing the 
magnetic fluxes & t in the elements in terms of the current linkages 6> of the elements: 



( A 



(A1 Ai 



\® n ) IA,1 



AA 



A 



'21 



0, 



Am) V^w; 



NOTE 1 - A permeance matrix is always symmetric and positive definite. 

NOTE 2 - In electromagnetism, the permeance matrix can be defined, for a set of closed paths, as 
the matrix expressing linear relations between the magnetic fluxes through the surfaces bounded by the 
paths and the current linkages in the paths. 

ar ijili-o Kiji^e^ 

en m^m& 

de Permeanzmatrix, f 

es matriz de permeancias 

ja /•*— 5 T>*ff£iJ 

pi macierz permeancji 

pt matriz de permeancias * 

sv permeansmatris 
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131-12-38 

symb.: A tl 
permeance propre, f 

terme diagonal de la matrice des permeances 

NOTE - Pour un element reluctant ideal, la permeance propre est egale a la permeance definie en 131-12-29. 

self-permeance 

diagonal term of the permeance matrix 

NOTE - For an ideal reluctant element, the self-permeance is equal to the permeance as defined in 
131-12-29. 

ar iplj i ii li- 
en iss# 

de Selbstpermeanz, f 

es permeancia propia 

ja @EX-i7y^ 

pi permeancja wtasna 

pt permeancia propria 

sv sjaivpermeans 

131-12-39 

symb.: Ay 

permeance mutuelle, f 

terme non diagonal de la matrice des permeances 

mutual permeance 

non-diagonal term of the permeance matrix 

ar i+ljLij sjilL. 

en £.&!% 

de gegenseitige Permeanz, f 

es permeancia mutua 

ja ffi:§>>— xTV*. 

pi permeancja wzajemna 

pt permeancia mutua 

sv omsesidig permeans 
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131-12-40 

symb.; A atJ 

permeance de fuite, f 

difference entre la permeance propre A u d'un element de circuit / et la valeur absolue de la per- 
meance mutuelle A 1} de cet element et d'un autre element j : 

K,j= A „-\ A u \ 

leakage permeance 

difference between the self-permeance A u related to a circuit element / and the absolute 

value of the mutual permeance A tJ related to this element and another closed element j: 





Aoij = A „ ~ 


M 


ar 


^jjjjuJI SiilLs 


en 


mmw 


de 


Streupermeanz, f 


es 


permeancia de dispersion 


ja 


Mi%^— 5 T v^. 


Pi 


permeancja rozproszenia 


Pt 


permeancia de fuga 


sv 


iackpermeans 
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131-12-41 

symb.: ky 

facteur de couplage inductif, m 

rapport de la valeur absolue de la permeance mutuelle Ay de deux elements de circuit i ety 
a la moyenne geometrique de leurs permeances propres A it et A^ : 

\aJ 



" ~ 4 A » A v 

NOTE - Le facteur de couplage inductif peut aussi etre exprime par 



V " i/ 
oil Ljj et Lji sont !es inductances propres des elements et Ly leur inductance mutuelle. 

inductive coupling factor 

ratio of the absolute value of the mutual permeance Ay related to two circuit elements i and j 
to the geometric average of their self-permeances A u and A^\ 

r, _ hi 



NOTE - The inductive coupling factor can also be expressed as 



' J ~fc 



L M 



where L n and L ■. are the self-inductances of the elements and Ly their mutual inductance. 

ar 

en %$Mfrt*l& 

de induktiver Kopplungsgrad m; Kopplungsgrad, m 

es factor de acoplamiento inductivo 

ja mm&$ifr&&. 

pi wspotczynnik sprzezenia (indukcyjnego) 

pt factor de acoplamento indutivo 

sv induktiv kopplingsfaktor 
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131-12-42 

symb.: Cy 

facteur de dispersion inductive, m 

complement a un du rapport du carre de la permeance mutuelle Ay relative a deux elements 
de circuit / ety" au produit de leurs permeances propres A u et Ajj : 

C7 =1 J — 

NOTE - Le facteur de dispersion inductive est lie au facteur de couplage inductif ky par la formule : 

inductive leakage factor 

difference between one and the ratio of the square of the mutual permeance Ay related to 
two circuit elements /' andy to the product of their self-permeances A,, and A u : 

4 

<T« = 1 — 



ij 



NOTE - The inductive leakage factor is related to the inductive coupling factor ky by the formula: 



*J=1-a, ; 



ar ^^La. i^jjjjjj J^aLla 

en SfffiH® 

de induktiver Streufaktor, m; Streufaktor, m 

es factor de dispersion inductivo 

ja ftzff&ffiftfiift 

pi wspotczynnik rozproszenia (indukcyjnego) 

pt factor de dispersio indutivo 

sv lackfaktor 
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131-12-43 

symb.: Z 

impedance, f 

pour un bipole lineaire, elementaire ou non, de bornes A et B, en regime sinusoidal, quotient 
du phaseur U AB representant la tension entre les bornes par le phaseur / representant le 
courant electrique dans le bipole : 

/ 

ou la tension est I'integrale curviligne du champ electrique de A a B et ou le courant 
sinusoidal represents par le phaseur / est positif si son sens est de A vers B et negatif dans 
le cas contraire 

NOTE 1 - L'impedance est I'inverse de I'admittance. 

NOTE 2 - Avec un qualificatif convenable, le mot impedance est utilise pour former des termes 
composes designant des grandeurs de meme nature qu'une impedance, par exemple : impedance de 
transfert, impedance caracteristique. 

impedance 

for a linear two-terminal element or two-terminal circuit with terminals A and B under 
sinusoidal conditions, quotient of the phasor {/ AB representing the voltage between the 
terminals by the phasor / representing the electric current in the element or circuit: 

I 

where the voltage is the line integral of the electric field strength from A to B, and where the 
sinusoidal electric current represented by the phasor I is taken positive if its direction is from 
A to B and negative in the opposite case 

NOTE 1 - The impedance is the reciprocal of the admittance. 

NOTE 2 -With a suitable qualifier, the word impedance is used to form composite terms designating 
quantities of the same kind as an impedance, e.g.: transfer impedance, characteristic impedance. 



ar 


iijt_*j> 


en 


mm 


de 


Impedanz, f; komplexe Impedanz, f 


es 


impedancia 


ja 


A i/ 1° — y v j* 


Pi 


impedancja 


Pt 


impedancia 


sv 


impedans 
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131-12-44 

symb.: Z 

impedance apparente, f 

quotient de la valeur efficace de la tension aux bornes d'un bipole, elementaire ou non, par la 
valeur efficace du courant dans le bipole 

NOTE - En regime sinuso'fdal, I'impedance apparente est le module de I'impedance. 

apparent impedance 

quotient of the rms value of the voltage between the terminals of a two-terminal element or a 
two-terminal circuit by the rms value of the electric current in the element or circuit 

NOTE - Under sinusoidal conditions, the apparent impedance is the modulus of the impedance. 

ar <jjJkUa iijU-a 

en itmmiji: mms.m 

de Scheinwiderstand, m; Scheinimpedanz, f 

es impendancia aparente 

ja fom-l >-tf— ffyx 

pi impedancja pozorna 

pt impedancia aparente 

sv skenbar impedans 

131-12-45 

symb.: R 

resistance (2), f 

partie reelle d'une impedance Z : 

R = Re(Z) 
NOTE - Le terme « resistance » a un sens apparente en 131-12-04. 

resistance (2) 

real part of an impedance Z: 
R = Re(Z) 

NOTE - The term "resistance" has a related meaning in 131-12-04. 

ar (2) i*jlLa 

en itK2) 

de Wirkwiderstand, m; Resistanz (2), f 

es resistencia (2) 

ja ffiffi (2) 

pi rezystancja (2) 

Pt 

sv resistans 
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131-12-46 

symb.: X 
reactance, f 

partie imaginaire d'une impedance Z 
X = lm{Z) 



reactance 




im< 


aginary part of an 
X=lm(Z) 


impedance Z: 


ar 


■*i"i* - 




en 


fcfci 




de 


Reaktanz, f; Blindwiderstand, m 


es 


reactancia 




ja 


yr?#y* 




pl 


reaktancja 




Pt 


reactancia 




sv 


reaktans 





131-12-47 

reactance inductive, f 

reactance ayant une valeur positive 

inductive reactance 

reactance having a positive value 



ar 


itt-Y -^Iff *ft ,■> 


en 


Sf/L 


de 


induktive Reaktanz, f 


es 


reactancia inductiva 


ja 


mm&v t?*>-* 


Pl 


reaktancja indukcyjna 


pt 


reactancia indutiva; indutancia 


sv 


induktiv reaktans 


131 


-12-48 



reactance capacitive, f 
capacitance, f 

reactance ayant une valeur negative 

capacitive reactance 

reactance having a negative value 

en ##i 

de kapazitive Reaktanz, f 

es reactancia capacitiva 

ja §iliP7Hy^ 

pl reaktancja pojemnosciowa 

pt reactancia capacitiva; capacitancia 

sv kapacitiv reaktans 
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131-12-49 

symb.: S 

angle deperte, m 

angle dont la tangente est le rapport de la resistance R a ia valeur absolue de la reactance X 
d'une impedance : 

n 

8 = arctariT— r 

\x\ 

loss angle 

angle the tangent of which is the ratio of the resistance R to the absolute value of the reac- 
tance X of an impedance: 





R 




8 = arctan— r 




W 


ar 


•Ai* *ijlj 


en 


m^ft 


de 


Ver/ustwinkef, m 


es 


angulo de perdidas 


ia 


m.*n 


PI 


k^t strat 


Pt 


angulo de perdas 


sv 


forlustvinkel 



131-12-50 

symb.: t? 

angle d'impedance, m 

angle dont la tangente est le rapport de la reactance A' a la resistance R d'une impedance : 

i? = arctan — 
R 

impedance angle 

angle the tangent of which is the ratio of the reactance A' to the resistance R of an impedance: 

X 
$ = arctan — 

R 

ar iijLu. ojlj 

en mfn.% 

de Impedanzwinkel, m 

es angulo de impedancia 

ja J >¥—?>*& 

pi ka.t impedancji 

pt angulo de impedancia 

sv impedansvinkel 



60 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

131-12-51 

symb.: Y 

admittance, f 

pour un bipole lineaire, elementaire ou non, de bornes A et B, en regime sinusoidal, quotient 
du phaseur / representant le courant electrique dans le bipole par le phaseur C/ AB 
representant la tension entre les bornes : 

~ ££aB 

ou la tension est I'integrale curviligne du champ electrique de A a B et ou le courant sinusoidal 
represents par le phaseur / est positif si son sens est de A vers B et negatif dans le cas contraire 

NOTE - L'admittance est I'inverse de I'impedance. 

admittance 

for a linear two-terminal element or two-terminal circuit with terminals A and B under 
sinusoidal conditions, quotient of the phasor / representing the electric current in the element 
or circuit by the phasor £/ AB representing the voltage between the terminals: 



££ab 



where the voltage is the line integral of the electric field strength from A to B, and where the 
sinusoidal electric current represented by the phasor / is taken positive if its direction is from 
A to B and negative in the opposite case 

NOTE - The admittance is the reciprocal of the impedance. 



ar 

en #*fl 

de Admittanz, f; komplexe Admittanz, f 

es admitancia 

ja T KS $y* 

pi admitancja 

pt admitancia 

sv admittans 



131-12-52 

symb.: Y 

admittance apparente, f 

quotient de la valeur efficace du courant qui traverse un bipole, elementaire ou non, par la 
valeur efficace de la tension a ses bornes 

NOTE - En regime sinusoidal, ('admittance apparente est le module de l'admittance. 

apparent admittance 

quotient of the rms value of the electric current in a two-terminal element or a two-terminal 
circuit by the rms value of the voltage between its terminals 

NOTE - Under sinusoidal conditions, the apparent admittance is the modulus of the admittance, 
ar <ijjk\ja 3-. -I ... - 

en $tm$m: m&^m 

de Scheinleitwert, m; Scheinadmittanz, f 

es admitancia aparente 

ja AffiZK^v^ 

pi admitancja pozorna 

pt admitancia aparente „■< 

sv skenbar admittans 
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131-12-53 

symb.: G 

conductance (2), f 

partie reelle d'une admittance Y : 

G = Re ( Y) 
NOTE - Le terme « conductance » a un sens apparente en 131-12-06. 

conductance (2) 

real part of an admittance Y: 

G = Re (Y) 
NOTE - The term "conductance" has a related meaning in 131-12-06. 



ar iLualj^a 

en ft #(2) 

de Wirkleitwert, m; Konduktanz (2), f 

es conductancia (2) 

ja nyy^yx (2) 

pi konduktancja (2) 

pt condutancia 

sv konduktans 



131-12-54 

symb.: B 
susceptance, f 

partie imaginaire d'une admittance Y 
B = lrr\(Y) 



sus 


iceptance 






imaginary part of an 


admittance Y. 




B = lm(Y) 






ar 


2 1 1 i&l 






en 


fcirt 






de 


Blindleitwert, m; 


Suszeptanz, 


f 


es 


susceptancia 






ja 


•y-M-f$*y^ 






pl 


susceptancja 






pt 


susceptancia 






sv 


susceptans 
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131-12-55 

susceptance inductive, f 

susceptance ayant une valeur negative 

inductive susceptance 

susceptance having a negative value 



ar 

en ®*ft 

de induktiver Blindleitwert, m; induktive Suszeptanz, f 

es susceptancia inductiva 

ja mmt£-y--£-7? >* 

pi susceptancja indukcyjna 

pt susceptancia indutiva 

sv induktiv susceptans 



131-12-56 

susceptance capacitive, f 

susceptance ayant une valeur positive 

capacitive susceptance 

susceptance having a positive value 



25 



ar 

en W' 

de kapazitiver Blindleitwert, m; kapazitive Suszeptanz, f 

es susceptancia capacitiva 

ja ^fittf-iry^^x 

pi susceptancja pojemnosciowa 

pt susceptancia capacitiva 

sv kapacitiv susceptans 



131-12-57 
immtttance, f 

impedance ou admittance 

immittance 

impedance or admittance 



ar 


<ljlxUL£ 


en 


#ffi 


de 


Immittanz, f 


es 


immitancia 


ja 


4 % 9 ./* 


Pi 


immitancja 


Pt 


imitancia 


sv 


immittans 
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131-12-58 

borne d'entree, f 

borne destinee a connecter une entite a un circuit ou a un dispositif susceptible de fournir de 
I'energie electrique ou un signal electrique a I'entite 

input terminal 

terminal intended to connect an item to a circuit or device capable of supplying electric energy 
or an electric signal to the item 

ar Ji.j ^ijL 

en $&A*ft 

de Eingangspol, m 

es borne de entrada; terminal de entrada 

ja A^Sffi-7- 

pi koricowka wejsciowa 

pt terminal de entrada 

sv ingangspol 



131-12-59 
borne de sortie, f 

borne destinee a connecter une entite a un circuit ou a un dispositif susceptible de recueillir 
de I'energie electrique ou un signal electrique en provenance de I'entite 

output terminal 

terminal intended to connect an item to a circuit or device capable of receiving electric energy 
or an electric signal from the item 



ar 


j..^ j^ 




en 


$HiU« 




de 


Ausgangspol, m 




es 


borne de salida; terminal de 


salida 


ja 


mtsMJ- 




pl 


koricowka wyjsciowa 




pt 


terminal de saida 




sv 


utgangspol 




131 


-12-60 





acces, m 
porte, f 

point d'un dispositif ou d'un reseau ou de I'energie electromagnetique ou des signaux electro- 
magnetiques peuvent etre fournis ou recueillis, ou bien ou Ton peut observer ou mesurer des 
grandeurs 

NOTE - Un exemple d'acces est une paire de bornes. 

port 

access to a device or network where electromagnetic energy or signals may be supplied or 
received or where the device or network variables may be observed or measured 

NOTE - An example of a port is a terminal pair. 



ar 


■Uln 


en 


*sm 


de 


Tor, n 


es 


puerta 


ja 


stf- r- 


pl 


wrota; port 


Pt 


porto 


sv 


port 
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131-12-61 

acces d'entree, m 
porte d'entree, f 

acces ou de I'energie electromagnetique ou des signaux electromagnetiques peuvent etre 
recus d'un circuit ou d'un dispositif exterieur 

input port 

port where electromagnetic energy or signals may be received from an external circuit or 
device 



ar 


Ji.J JiJU 


en 


8JA*Sn 


de 


Eingangstor, n 


es 


puerta de entrada 


ja 


A^#- r- 


Pi 


wrota wejsciowe; port wejsciowy 


pt 


porto de entrada 


sv 


ingangsport 


131 


-12-62 


acces de sortie, m 


porte de sortie, f 



acces ou de I'energie electromagnetique ou des signaux electromagnetiques peuvent etre 
fournis a un circuit ou a un dispositif exterieur 

output port 

port where electromagnetic energy or signals may be supplied to an external circuit or device 



ar 


jrji iii^ 






en 


&ft*Sn 






de 


Ausgangstor, n 






es 


puerta de salida 






ja 


tiiXtf- h 






Pi 


wrota wyjsciowe; 


port wyjsc 


iowy 


Pt 


porto de saida 






sv 


utgangsport 






131 


-12-63 






paire de bornes, f 







acces constitue de deux bornes, tel que le courant electrique transfere d'un circuit ou dis- 
positif exterieur vers I'une des bornes soit identique au courant transfere de I'autre borne vers 
le circuit ou dispositif exterieur 

terminal pair 

port consisting of two terminals such that the electric current directed from an external circuit 
or device to one terminal is identical with the current directed from the other terminal to the 
external circuit or device 



ar 


Ji_>JJt ,JUj jil* 


en 


4*i*r 


de 


Polpaar, n 


es 


par de terminates 


ja 


m-m 


Pi 


wrota dwukoiicowkowe 


Pt 


par de terminals 


sv 


polpar 
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131-12-64 
monoporte, m 

dispositif ou reseau possedant un seul acces [702-09-08 MOD] 

NOTE 1 - Des exemples de monopolies sont une cavite resonante, un bipole. 

NOTE 2 - Le terme « monoporte » peut aussi etre employe comme adjectif. 

one-port 

device or network with only one port [702-09-08 MOD] 

NOTE 1 - Examples of one-ports are a cavity resonator, a two-terminal network. 

NOTE 2 - The term "one-port" may also be used as a qualifier. 



ar 


J j* » i*tfll * 


en 


— ^n 


de 


Eintor, n 


es 


monopuerta 


ja 


1#- h 


Pi 


jednowrotnik 


Pt 


monoporto 


sv 


en port 


131 


-12-65 



biporte, m 

reseau a deux acces, m 

dispositif ou reseau possedant deux acces distincts [702-09-10 MOD] 

NOTE 1 - Des exemples de biportes sont un troncon de guide d'ondes, un quadripole. 

NOTE 2 - Un multiporte peut etre considere comme un biporte lorsque le comportement vu de deux 
acces est seul pris en compte. 

NOTE 3 - En francais, le terme « biporte » peut aussi etre employe comme adjectif synonyme de 
« a deux acces ». 

two-port 

device or network with two separate ports [702-09-10 MOD] 

NOTE 1 - Examples of two-ports are a waveguide section, a two-terminal pair network. 

NOTE 2 - An n-port can be considered as a two-port when only the performance at two ports is of 

interest. 

NOTE 3 - In French, the term "biporte" may also be used as an adjective, synonymously with "a deux acces". 



ar 


^Ui .1 j 1 n 


en 


-4Sn 


de 


Zweitor, n 


es 


bipuerta 


ja 


2/K- r- 


pl 


dwuwrotnik; czwornik (1) 


Pt 


Biporto; rede de dois portos 


sv 


tvaport 
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131-12-66 

quadripole, m 

reseau a quatre bornes groupees en deux paires de bornes 

two-terminal-pair network 

network with four terminals forming two terminal pairs 

en -tfltfHSr 

de Vierpol, m 

es cuadripolo; red con dos pares de terminales 

ja 2«msfr®ttlH ;2«?*f*y h!7-* 

pi czwornik (2) 

pt Quadripolo; rede de dois pares de terminals 

sv fyrpoi 



131-12-67 

reseau a n paires de bornes, m 

multipole a 2n bornes groupees en n paires de bornes, ou multipole a plus de 2n bornes dont 
le comportement vu de n paires de bornes est seul pris en consideration 

//-terminal-pair network 

2/7-terminal network with n terminal pairs, or network with more than 2n terminals where only 
the performance at n terminal pairs is of interest 

ar i^jjjjjl k_»lji»YI a J J,»j.a *Ki i?i 

en t mrtm<& 

de Netzwerk mit n Polpaaren, n 
es red con n pares de terminales 

ja «8S^*J-|gg8IH ; n9£=f-M*y YV — 9 

pi wielobiegunik 2 u-koncowkowy 

pt rede de n pares de terminals 

sv nat med n polpar 



131-12-68 

multiporte, m 
reseau a n acces, m 

dispositif ou reseau possedant plusieurs acces distincts, par exemple en nombre n specifie 
[702-09-12 MOD] 

NOTE - En francais, le terme « multiporte » peut aussi etre employe comme adjectif synonyme de 
« a n acces ». 



«-port 
multiport 

device or network with a specified number n of separate ports [702-09-12 MOD] 

NOTE - In French, the term "multiporte" may also be used as an adjective, synonymously with "a n acces" 

ar (iiia N jjju ) iiLuJI j j t'i o 

en willn ; £Sgn 

de /i-Tor, n; Mehrtor, n 

es multipuerta 

ja «#- r-; £#— h 

pi wielowrotnrk; /i-wrotnik 

pt Multiporto; rede de n portos 

sv n-port QJ 
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131-12-69 

quadripole equilibre, m 

quadripole dans Iequel la permutation simultanee des bornes d'entree enire elles et des 
bornes de sortie entre elles n'affecte pas le regime des circuits exterieurs 

NOTE - Le terme « equilibre » a un autre sens lorsqu'il est applique a un systeme polyphase. 

balanced two-terminal-pair network 

two-terminal-pair network where the simultaneous interchange of the input terminals between 
themselves and of the output terminals between themselves does not affect the operation of 
the external circuits 

NOTE - The term "balanced" has another meaning when applied to a polyphase system. 

ar Q^jj&jjj-A £>iij-Io oil i a jlji* «5> I ■ & ) >_slj-UVI 44tL»j iljtjij» <^» it 

en ¥«f-**rH» 

de erdsymmetrischer Vierpol, m 

es cuadripolo equilibrado 

ja ^m2^^nm^m 

pi dwuwrotnik zrownowazony 
pt quadripolo equilibrado 
sv balanserad fyrpol 

131-12-70 

biporte symetrique, m 

biporte dans Iequel la permutation des deux acces n'affecte pas le regime des circuits 
exterieurs 

NOTE - Le terme « symetrique » a d'autres sens lorsqu'il est applique a un bipole (voir 131-11-20) ou a 
un systeme polyphase. 

symmetric two-port network 

two-port network where the interchange of the two ports does not affect the operation of the 
external circuits 

NOTE - The term "symmetric" has other meanings when applied to a two-terminal element or circuit 
(see 131-1 1-20) or to a polyphase system. 

ar '»' -i t <±jUj il5Loj_o *< • ■ » 

en 3^ift!-SSPW» 

de langssymmetrisches Zweitor, n 

es red bipuerta simetrica 

ja ^#2aK- HhKSIH 

pi dwuwrotnik symetryczny 

pt biporto simetrico 

sv symmetrisk tvaport 
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131-12-71 

biporte asymetrique, m 

biporte dans lequel la permutation des deux acces affecte le regime des circuits exterieurs 

NOTE - Le terme « asymetrique » a un autre sens lorsqu'il est applique a un bipole (voir 131-11-21). 

asymmetric two-port network 

two-port network where the interchange of the two ports affects the operation of the external 
circuits 

NOTE - The term "asymmetric" has another meaning when applied to a two-terminal element or circuit 
(see 131-11-21). 

ar jiLoJt ujLlj il' l.i . jxc. i< . . t, 

en #5tf#-i|imH» 

de unsymmetrisches Zweitor, n 

es red bipuerta asimetrica 

ja &Mmtf-i®»m 

pi dwuwrotnik niesymetryczny 
pt biporto assimetrico 
sv asymmetrisk tvaport 

131-12-72 
circuit ferme, m 

pour une paire de bornes donnee, circuit electrique comportant un chemin continu entre les 
deux bornes de la paire 

closed circuit 

for a given terminal pair, electric circuit with a continuous path between the two terminals of 
the pair 

ar iilxji »ji\j 

en m-s&m 

de geschlossener Stromkreis, m 

es circuito cerrado 

ja ffl& 

pi obwod zamkni§ty 

pt circuito fechado 

sv sluten stromkrets 



131-12-73 

circuit ouvert, m 

pour une paire de bornes donnee, circuit electrique ne comportant pas de chemin continu 
entre les deux bornes de la paire 

open circuit 

for a given terminal pair, electric circuit without a continuous path between the two terminals 
of the pair 

en JFK* 

de offener Stromkreis, m 

es circuito abierto 

ja mm 

pi obwod otwarty 
pt circuito aberto 

sv oppen stromkrets 
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131-12-74 

montage, m 

couplage (2) (en theorie des circuits), m 

disposition particuliere de reseaux interconnects 

NOTE 1 - Des exemples de montages sont les montages en serie, en parailele, en cascade. 

NOTE 2 - En anglais, le terme « connection » a d'autres sens dans la CEI 60050-151. 

connection 

particular arrangement of interconnected networks 

NOTE 1 - Examples of connections are series, parallel, cascade connections. 

NOTE 2 - In English, the term "connection" has other meanings in IEC 60050-151 . 



ar 


d±^S* 


en 


&& 


de 


...schaltung (in Zusammensetzungen) 


es 


montaje; conexion 


ja 


mm 


pl 


poiaczenie; uklad 


Pt 


conexao 


sv 


koppling 


131 


-12-75 



montage en serie, m 
montage serie, m 

montage de plusieurs bipoles de facon qu'ils torment un seul chemin 

NOTE 1 - Un exemple de montage en serie est un circuit resonant serie. 

NOTE 2 - Dans un montage en serie, tous les bipoles sont parcourus par le meme courant. 

series connection 

connection of two-terminal networks so that they form a single path 

NOTE 1 - An example of a series connection is a series-resonant circuit. 

NOTE 2 - All two-terminal networks in a series connection carry the same current. 

ar yjtjill J± J^jJ 

en $?* 

de Reihenschaltung, f 

es montaje (en) serie; conexion (en) serie 

ja mmrn 

pl polqczenie szeregowe; uktad szeregowy 
pt conexao (em) serie 
sv seriekoppling 
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131-12-76 

montage en parallele, m 
montage parallele, m 

montage de plusieurs bipoles de facon que leurs bornes soient conhectees a une paire de 
bornes commune 

NOTE 1 - Un e'xemple de montage en parallele est un circuit resonant parallele. 

NOTE 2 - Dans un montage en parallele, tous les bipoles sont soumis a la meme tension. 

parallel connection 

connection of two-terminal networks so that they are connected to a common terminal pair 

NOTE 1 - An example of a parallel connection is a parallel-resonant circuit. 

NOTE 2 - The same voltage is applied to all two-terminal networks in a parallel connection. 

en km 

de Parallelschaltung, f 

es montaje (en ) paralelo; conexion (en) paralelo 

ja mm&m 

pi pot^czenie rownolegle; uklad rownolegty 
pt conexao (em) paralelo 
sv parallellkoppling 



131-12-77 

montage en cascade, m 

montage de plusieurs biportes de facon que I'acces de sortie de chacun, sauf le dernier, soit 
relie a I'acces d'entree du suivant 

cascade connection 

connection of two-port networks such that the output port of one, except the last, is connected 
to the input port of the next 

ar ^iitjj J±~»>i 

en Ift 

de Kettenschaltung, f 

es montaje en cascada; conexion en cascada 

ja jt/^^-KgM* 

pi potqezenie kaskadowe; uktad kaskadowy 

pt conexao (em) cascata 

sv kaskadkoppling 
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131-12-78 
transformateur ideal, m 

quadripole pour lequel le rapport des tensions a I'entree et a la sortie, i^ et u 2 , est egal au rap- 
port des courants electriques a la sortie et a I'entree, i 2 et /j , et est egal a une constante K 

NOTE 1 - En regime sinusoidal, I'impedance Z, vue de I'acces d'entree est le produit de I'impedance 
de fermeture Z a I'acces de sortie par le carre de la constante K : 

h = K 2 Z 

NOTE 2 - Un transformateur ideal est un element de circuit qui n'emmagasine pas et ne dissipe pas 
d'energie. Le transformateur en tant que dispositif est defini dans la CEI 60050-151. 

ideal transformer 

two-terminal-pair network for which the ratio of the input voltage u { to the output voltage u 2 is 
equal to the ratio of the output electric current i 2 to the input electric current //and has a 
constant value K: 

NOTE 1 - Under sinusoidal conditions, the impedance Z\ seen at the input port is the product of 
the terminating impedance Z at the output port and the square of the constant K: 

Z\ = K 2 l 

NOTE 2 - An ideal transformer is a circuit element that neither stores nor dissipates energy. 
The transformer as a device is defined in IEC 60050-151. 

ar ^JLt-a Jj)-fc n 

en JlffiMSS 

de idealer Transformator, m; idealer Ubertrager, m 

es transformador ideal 

ja mmm±$s 

pi transformator idealny 
pt transformador ideal 
sv ideal transformator 



72 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

131-12-79 
gyrateur ideal, m 

quadripole pour lequel le quotient de la tension a I'entree n x par le courant electrique a la 
sortie i 2 est egal a I'oppose du quotient de la tension a la sortie u 2 par le courant a I'entree 
/, , et est egal a une constante R : 

h h 

NOTE 1 - En regime sinusoidal, I'impedance Z { vue de I'acces d'entree est le produit de I'admittance 
de fermeture Y a I'acces de sortie par le carre de la constante R : 

Zi = R 2 Y 

NOTE 2 - Un gyrateur ideal est un element de circuit qui n'emmagasine pas et ne dissipe pas 
d'energie. Le gyrateur en tant que dispositif est defini dans la CEI 60050-726. 

ideal gyrator 

two-terminal-pair network for which the quotient of the input voltage u x by the output electric 
current i 2 is equal to minus the quotient of the output voltage u 2 by the input electric current 
/, and has a constant value R: 

Hl = -Hl = R 

NOTE 1 - Under sinusoidal conditions, the impedance Z, seen at the input port is the product of 
the terminating admittance Y at the output port and the square of the constant R 

li = R 2 L 

NOTE 2 - An ideal gyrator is a circuit element that neither stores nor dissipates energy. The gyrator as 
a device is defined in IEC 60050-726 



ar 


^H-a f j-*-° 


en 


&ffi0«-|g 


de 


idealer Gyrator, m 


es 


girador ideal 


ja 


lli't'f 1/-? 


pl 


girator ideainy; zyrator idealny 


Pt 


girador ideal 


sv 


ideal gyrator 
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131-12-80 

attenuateur ideal, m 
affaiblisseur ideal, m 

quadripole passif dont la puissance a lacces de sortie est inferieure a la puissance a lacces 
d'entree et dont le rapport des tensions ou des courants electriques de sortie et d'entree est 
constant 

NOTE - L'affaiblisseur ou attenuateur en tant que dispositif biporte est defini dans la CEI 50050-726. 
ideal attenuator 

passive two-terminal-pair network in which the output power at one port is less than the input 
power at the other port and in which the ratio of the output to the input voltages or currents is 
fixed 

NOTE - The attenuator as a two-port device is defined in !EC 60050-726. 

ar ^IL» c>*3* 

en SMtfcH 

de ideates Dampfungsglied n 

es atenuador ideal 

ja ISisS 

pi ttumik idealny; attenuator idealny 

pt atenuador ideal 

sv idea) dampare 

131-12-81 

amplificateur ideal, m 

quadripole actif dont la puissance a lacces de sortie est superieure a la puissance a I'acces 
d'entree et tel que le rapport des tensions ou des courants electriques de sortie et d'entree 
soit constant 

NOTE - L'amplificateur en tant que dispositif est defini dans la CEI 60050-151. 

ideal amplifier 

active two-terminal-pair network in which the output power at one port is greater than the 
input power at the other port and in which the ratio of the output to the input voltages or 
currents is fixed 

NOTE - The amplifier as a device is defined in IEC 60050-151. 
ar ^ti.. r * ■«*>,,. 

en mmnL*% 

de idealer Verstarker, m 

es amplificador ideal 

ja &S$te» 

pi wzmacniacz idealny 

pt amplificador ideal 

sv ideal forstarkare 
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131-12-82 

convertisseur ideal d'impedance, m 

quadripole pour lequel le rapport de I'impedance vue de I'acces d'entree a I'impedance de 
fermeture a I'acces de sortie est une constante 

NOTE - Un convertisseur ideal d'impedance peut etre reciproque ou non reciproque. 

ideal impedance convertor 

two-terminal-pair network for which the ratio of the impedance seen at the input port to the 
terminating impedance at the output port is a constant 

NOTE - An ideal impedance convertor may be reciprocal or non-reciprocal. 

en IIPISSM 

de idealer Impedanzwandler, m 

es convertidor ideal de impedancia 

pi konwerter impedancji idealny 
pt conversor de impedancia ideal 
sv ideal impedanstransformator 

131-12-83 

convertisseur d'impedance negatif, m 

convertisseur ideal d'impedance pour lequel le rapport de I'impedance vue de I'acces d'entree 
a I'impedance de fermeture a I'acces de sortie est une constante reelle negative 

negative impedance convertor 

NIC (abbreviation) 

ideal impedance convertor for which the ratio of the impedance seen at the input port to the 
terminating impedance at the output port is a real and negative constant 

ar ; l UJ iijL»j> ji*-* 

en l&ilfitri £-&»": NIC( tffi''-/W ) 

de negativer Impedanzwandler, m 

es convertidor de impedancia negativo 

ja iltt^^t"-^:/*^^ 

pi konwertor impedancji o statej ujemnej; NIC (akronim) 

pt conversor de impedancia negativo 

sv negativ impedanstransformator 



131-12-84 

circuit resonant serie, m 

circuit resonant compose d'un element inductif et d'un element capacitif en serie 
NOTE - Le terme « circuit resonant » est defini dans la CEI 60050-151. 

series-resonant circuit 

resonant circuit with a single path containing an inductive element and a capacitive element in series 
NOTE - The term "resonant circuit" is defined in IEC 60050-151. 

ar y} ] y O^J 5 -> S, -> 

en %.m%m$L& 

de Serienresonanzkreis m 
es circuito resonante serie 

ja unburn® 

pi obwod rezonansowy szeregowy 
pt circuito ressonante serie 
sv serieresonanskrets 
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131-12-85 

circuit resonant parallele, m 
circuit antiresonant, m 
circuit bouchon, m 

circuit resonant compose d'un element inductif et d'un element capacitif en parallele 

NOTE - Le terme « circuit resonant » est defini dans la CEI 60050-151. 

parallel-resonant circuit 

resonant circuit with two paths in parallel, one containing an inductive element and the other a 
capacitive element 

NOTE - The term "resonant circuit" is defined in IEC 60050-151. 

ar c^jU 3 t^j S _P' J 

en #MM& 

de Parallelresonanzkreis, m 

es circuito resonante paralelo; circuito antirresonante 

ja &n&mm& 

pi obwod rezonansowy rownolegty 

pt circuito ressonante paralelo; circuito anti-ressonante; circuito tampao 

sv parallellresonanskrets 

131-12-86 

ligne de transmission, f 

element de circuit a deux paires de bornes et a parametres repartis selon une dimension, 
caracterise par une inductance lineique /, une capacite lineique c, une resistance lineique r et 
une conductance lineique g, qui peuvent toutes etre fonction de la meme coordonnee spatiale 
x, et ou la tension u(xj) et le courant i(xj), ou t est le temps, sont lies par les equations aux 
derivees partielles : 

du(xj) . ,di(xj) 

= ri + l 

dx dt 

di(xj) . du(x,t) 

= gi + c 

dx S dt 

NOTE - Pour I'adjectif « lineique », voir la CEI 60050-1 1 1 . 

transmission line 

one-dimensionally distributed two-terminal-pair circuit element characterized by lineic 
inductance /, lineic capacitance c, lineic resistance r and lineic conductance g which may all 
be functions of the same space coordinate x, where the voltage u(x,t) and the electric current 
i(x.r), where t is the time, are related by the partial differential equations: 

du(x,r) . .di(x,t) 

= n + 1 

dx dt 

di(xj) , du(x,t) 

= gi + c — 

dx dt 

NOTE- For the qualifier, "lineic", see IEC 60050-1 11. 

ar Jij .ki. 

en fttt& 

de Ubertragungsleitung, f 

es linea de transmision 

ja . Bmmnt 

pi linia przesytowa 

pt linha de transmissao 

sv transmissionsledning 

a 7fi 
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131-12-87 

ligne de transmission uniforme, f 

ligne de transmission dont les quatre parametres caracteristiques, I'inductance lineique, la capa- 
city lineique, la resistance lineique et la conductance lineique, sont constants le long de la ligne 

uniform transmission line 

transmission line with the four characteristic parameters lineic inductance, lineic capacitance, 
lineic resistance and lineic conductance being constant along the line 

ar jjiiu Jit .Li 

en i$]$Jim*% .. 

de homogene Ubertragungsleitung f 

es linea de transmision uniforme 

ja m~tem&& 

pi linia przesytowa o parametrach statych 
pt linha de transmissao uniforme 
sv homogen ledning 



Section 131-13 - Topologie des reseaux 
Section 131-13 - Network topology 

131-13-01 

topologie des reseaux, f 

etude des positions relatives et des interconnexions des elements de circuit ideaux represen- 
tant un circuit electrique 

network topology 

study of the relative positions and the interconnections of the ideal circuit elements 
representing an electric circuit 

ar CL>t^,tiJi I;t-jIj; 1- 

en W*&ftfr-3* 

de Netzwerktopologie, f; Netztopologie, f 

es topologia de redes 

ja 0KHH r-sKn^- 

pi topologia sieci 

pt topologia de redes 

sv nattopologi 

131-13-02 

topologie d'un reseau, f 

configuration des positions relatives et des interconnexions des elements de circuit ideaux 
representant un circuit electrique 

topology of a network 

pattern of the relative positions and the interconnections of the ideal circuit elements repre- 
senting an electric circuit 

3f Js i . if 1 1 -^ *j *i L 

en wWffiJr 

de Topologie eines Netzwerks, f 

es topologia de una red 

ja @^^ro h#n *?— 

pi uktad topologiczny sieci 

Pt 

sv topologi hos ett nat 77 
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131-13-03 

reseau, m 

en topologie des reseaux, ensemble d'elements de circuits ideaux et de leurs intercon- 
nexions, considere comme un tout 

NOTE - Le terme « reseau electrique » est defini en 131-11-07 et dans la CEI 60050-151. 

network 

in network topology, set of ideal circuit elements and their interconnections, considered as a whole 

NOTE - The term "electric network" is defined in 131-11-07 and in IEC 60050-151. 

ar i^ni 

en m*& 

de Netzwerk (in der Netzwerktopologie), n 

es red 

ja *s> M7-* ; HI KM 

pi siec 

pt rede 

sv nat 

131-13-04 

multipole (2), m 

reseau a plus de deux bornes 

/i-terminal network 

network having n terminals with n generally greater than two 

ar tJljJaVl Sjjju-b 4^ ; i » 

en , t m m % 

de mehrpoliges Netzwerk, n; /i-poliges Netzwerk, n 

es red muttipolo; red de // terminales 

ja n$&l-*y V V ~ 9 ; itS8^l§IS&fH 

pi siec /i-kohcowkowa 

pt multipolo (2); rede de n terminals 

sv «-polsnat 

131-13-05 

bipole (2), m 

dipole (deconseille dans ce sens), m 

reseau a deux bornes 

NOTE - Un multipole peut etre considere comme un bipole lorsque le comportement vu d'une paire de 
bornes est seul pris en compte. 

two-terminal network 

network having two terminals 

NOTE - An ^-terminal network can be considered as a two-terminal network when only the per- 
formance at two terminals forming a pair is of interest. 

ar ^jJoJI liibJ i< ; . ?■ 

en -mmm 

de zweipoliges Netzwerk, n 

es red bipolo; red de dos terminales 

ja 288^*3' HP- *; 2J8T-0B&M 

pi siec dwukoricowkowa 

pt bipolo (2); rede de dois terminals 

sv tvapolsnat 

M 78 
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131-13-06 
branche, f 

sous-ensemble d'un reseau, considere comme un bipole, constitue par un element de circuit 
ou par une combinaison d'elements de circuit 

branch 

subset of a network, considered as a two-terminal circuit, consisting of a circuit element or a 
combination of circuit elements 

ar tj i 

en s» 

de Zweig, m 

es rama 

ja & 

pi gataz 

pt ramo 

sv gren 



131-13-07 

noeud, m 

sommet (desuet), m 

extremite d'une branche, connectee ou non a une ou plusieurs autres branches 

node 
vertex (US) 

end-point of a branch connected or not to one or more other branches 

ar Suit 

en t? .£ 

de Knoten, m 

es nudo 

ja m (£) ; m& 

pi wezel 

pt no 

sv knutpunkt; nod 



131-13-08 

chemin, m 

entre deux noeuds donnes d'un reseau, ensemble ordonne de branches numerotees 1, 2 ... 
tel que la branche de rang / est connectee par une de ses extremites a la branche de rang 
/ - 1 et par I'autre a la branche de rang /' + 1 

NOTE - Le chemin est dit ferme lorsque les deux noeuds coincident. 

path 

between two given nodes in a network, ordered set of branches numbered 1, 2 ... such that 
the branch of rank i is connected by one end to the branch of rank / - 1 and by the other end 
to the branch of rank / + 1 

NOTE - The path is said to be closed if the two given nodes are the same. 



ar 

en »g: »(2) 

de Pfad, m; Weg, m 

es camino 

ja mm ; m& 

pi sciezka 

pt caminho 

sv vag 79 
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131-13-09 

graphe (d'un reseau), m 

representation graphique d'un reseau a elements de circuit localises, dans laquelle les 
branches sont figurees par des segments de figne et les noeuds par des points 

graph (of a network) 

graphical representation of a network with lumped circuit elements in which branches are 
represented by line segments and nodes by dots 

ar (i^tiu) UU-sn 

en (W*fr)H 

de Graph (eines Netzwerks), m 

es grafo (de una red) 

ja m%;ffl<r.>) /77 

pi graf (sieci) 

pt grafo (de uma rede) 

sv graf 



131-13-10 

reseau connexe, m 

reseau dans Sequel il existe un chemin entre deux noeuds quelconques 

connected network 

network in which there is a path between any two nodes 

ar *• ■■** - in ■ • " 

en &mmm 

de zusammenhangendes Netzwerk, n 

es red conexa 

ja mffiM&M 

pi siec spojna 

pt rede conectada 

sv sammanhangande nat 

131-13-11 

reseau non connexe, m 

reseau dans lequel on ne peut pas passer de tout noeud a tout autre noeud par un chemin 

unconnected network 

network not allowing passage from any node to any other node by a path 

3T *■ * ' At.*! 1 1 ^ jtX * i ii 

en 1NiSii^*S 

de nicht zusammenhangendes Netzwerk, n 

es red no conexa 

ja w&mmmm 

pi siec rozt^czna 

pt rede nao-conectada 

sv ej sammanhangande nat 
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131-13-12 
boucle, f 

chemin ferme passant une seule fois par tout noeud 

NOTE - Dans le reseau a 8 noeuds de la figure ci-dessous, les boucles sont 12651 1237651 
1 23487651 , 23762, 2348762, et 34873. 

loop 

closed path passing only once through every node in the path 




NOTE - In the 8-node network of the figure below, the loops are 12651, 1237651 123487651 23762 
2348762, and 34873. 

ar ooic. - f-ji .k^jjj, iija .~ » ; H\^ ■ 2 L , . f. i I 

cn 00 

de Masche, f; Schleife, f 

es lazo 

ja /u--?;m® 

pi petla 

pt anel 

sv slinga 
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131-13-13 

arbre, m 

ensemble connexe de branches reliant tous les noeuds d'un reseau sans former de boucle 

NOTE - Les figures A, B, C et D ci-dessous represented quatre arbres pour le reseau de la figure 131-13-12 

tree 

connected set of branches joining all the nodes of a network without forming a loop 



A 



i. Q .i.i i. ii ■■■■ ' — — 



B 






^^^^^^^^m ^^^^^^^^— ■ ^^^^^mmmmm 



D 



^ — 



NOTE - Figures A, B, C and D below represent four trees for the network of figure 131-13-12. 

ar * i ^- ■ " 

en M 

de Baum, m 

es arbol 

ja /fc 

pi drzewo 

pt arvore 

sv trad 



131-13-14 
co-arbre, m 

ensemble des branches d'un reseau non incluse dans un arbre choisi 

NOTE - Pour les quatre arbres de la figure 131-13-13, les co-arbres sont respectivement 



A 


1-2, 


2-3, 


3-4 


B 


2-6, 


3-7, 


4-8 


C 


1-2, 


6-7, 


3-4 


D 


1-2, 


3-4, 


3-7 



co-tree 

set of the branches of a network not included in a chosen tree 

NOTE - For the four trees of figure 131-13-13, the co-trees are respectively: 
A: 1-2, 2-3, 3-4 
B: 2-6, 3-7, 4-8 
C: 1-2, 6-7, 3-4 
D: 1-2, 3-4, 3-7 



ar 
en 


&M 


de 


Baumkomplement, n; Co-Baum, m 


es 


coarbol 


ja 


M* 


Pi 


dopetnienie drzewa 


pt 


co-arvore 


sv 


tradkomplement 



82 



IS 1885 (Part 57) : 2008 
lEC 60050-131 :2002 



131-13-15 

maillon, m 

branche d'un co-arbre 

NOTE - Dans la figure 131-13-13 A, les maillons sont : 1-2, 2-3 et 3-4. 

link (in network topology) 

branch of a co-tree 

NOTE - In Figure 131-13-13 A, the links are: 1-2, 2-3 and 3-4. 

ar (catlfJdf t«.^i.>fJ« ,J) U—j 

en ai( mtbttft^ytfj ) 

de Verbindungszweig, m; Saite, f 

es eslabon 

ja (@M F^ny'-fW) &*£ 

pi galaz dopetniaja.ca 

pt elo 

sv lank 



131-13-16 

maille, f 

ensemble de branches constituant une boucle et ne contenant qu'un seul maillon d'un co- 
arbre donne 

NOTE - Pour le reseau de la figure 131-13-13, les mailles sont respectivement : 
Aet C : 12651,23762, 34873 
B : 26512, 3765123, 487651234 
D : 12651, 3487623, 37623 

mesh 

set of branches forming a loop and containing only one link of a given co-tree 

NOTE - For the network of figure 131-13-13, the meshes are respectively: 
A and C: 12651, 23762, 34873 
B: 26512, 3765123, 487651234 
D: 12651, 3487623, 37623 



ar 


rtjjiii 


en 


*i@» 


de 


Fundamentalmasche, f 


es 


malla 


ja 


ms 


pl 


oczko 


Pt 


malha 


sv 


maska 
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131-13-17 

courant de maille, m 

courant electrique circulant dans le maillon qui definit une maille donnee 

mesh current 

electric current in the link defining a given mesh 

ar i£±i^S jljj 

en sim^fe* 

de Maschenstrom, m; Fundamentalmaschenstrom, m 
es corriente de malla 

ja fflgmu 

pi prqd oczkowy 

pt corrente de malha 

sv maskstrom 

131-13-18 
graphe planaire, m 

graphe qui peut etre dessine sur un plan sans qu'il y ait croisement de branches 

NOTE - La figure ci-dessous represente a gauche un graphe planaire et a droite un graphe non 
planaire, avec croisement des branches 1-5 et 2-3. 

planar graph 

graph which can be drawn on a plane surface without crossing of branches 





NOTE - The figure below displays on the left side a planar graph and on the right side a non-planar 
graph, with crossing between branches 1-5 and 2-3. 

ar iS jl iji a j+C. U]n\ n 

cn Til 

de planarer Graph, m; plattbarer Graph, m 

es grafo piano 

ja ¥ffi (ft) ^77 

pi graf planarny 

pt grafo planar 

sv plan graf 
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131-13-19 

ensemble de coupure, m 
coupure, f 

ensemble de branches d'un graphe tel que la suppression de toutes ces branches augmente 
le nombre de parties non connexes du graphe alors que le mainfien d'une seule d'entre elles 
ne I'augmente pas 

NOTE - Pour le reseau de la figure ci-dessous, deux ensembles de coupure sont (2-3, 6-7) et (1-5, 2-6, 
3-7, 3-4). 

cut-set 

set of branches of a graph such that cutting all the branches of the set increases the number 
of unconnected parts of the graph, but the retention of any one branch of the set does not 
increase that number 

NOTE - For the network of the figure below, two cut-sets are (2-3, 6-7) and (1-5, 2-6, 3-7, 3-4). 








- 



ar 


,*1l*Ulfl ft A » * *, -w * 


en 


m% 


de 


Trennbiindel, n; Schnittmenge, f 


es 


conjunto de corte 


ja 


# y V ± y h 


Pi 


rozciecie grafu 


Pt 


conjunto de corte; corte 


sv 
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131-13-20 

matrice d'adjacence, f 

pour un reseau contenant n noeuds et dont chaque branche est munie d'un sens de 
reference, matrice carree d'ordre n dont I'element a^ indique le nombre de branches 

orientees du noeud /' vers le noeudy 

NOTE - La figure ci-dessous represente un reseau et la matrice d'adjacence correspondante. 

adjacency matrix 

for a network containing n nodes and in which a reference direction is chosen for each 
branch, square matrix of order n where the element a,-, denotes the number of branches 

directed from node / to nodej 

NOTE - The figure below gives a network and the corresponding adjacency matrix. 






1 





2 





°l 








1 





1 




















1 


1 











1 




















1 

















oj 




ar 



jj 



LaJ <j J ft i rfl n 



en SP&fiift 

de Strukturmatrix, f 

es matriz de adyacencia 

ja mmn^\ 

pi macierz przylegtosci 

pt matriz de adjacencia 

sv 
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131-13-21 

matrice d'incidence branche-noeud, f 

pour un reseau contenant n noeuds et b branches, dont chacune est munie d'un sens de 
reference, matrice de format n x b dont I'element ay est egal a 

si la branchey n'est pas incidente au noeud /, 

1 si la branchey est orientee a partir du noeud i 
-1 si la branchey est orientee vers le noeud / 

NOTE - La figure ci-dessous represente un reseau et la matrice d'incidence branche-noeud 
correspondante. 

branch-node incidence matrix 

for a network containing n nodes and b branches and in which a reference direction is chosen 
for each branch, matrix of type n x b where the element o,y is: 

if branch / is not incident at node /', 

1 if branchy is pointing away from node i 
-1 if branchy is pointing towards node / 

NOTE - The figure below gives a network and the corresponding branch-node incidence matrix. 



1 





1 


1 


-1 














-1 


1 











1 














-1 














1 














-1 


-1 


1 








1 




















-1 





-1 


1 




















-1 





-1 




3 r i }~* *■ A - P \A a 1 Q ' 'f 4£ ^ fl '-*^ * 

en £J»-1?&£J|*&P$; £«« 

de Knoten-Zweig-lnzidenzmatrix, f 

es matriz de incidencia rama-nudo 

ja AyFty h TT^'J 

pi macierz koincydencji gateziowo-weztowa 

pt matriz de incidencia ramo-no 

sv 
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131-13-22 

matrice d'incidence branche-maille, f 

pour un reseau contenant / boucles orientees et b branches, chacune des branches etant 
munie d'un sens de reference, matrice de format / x b dont I'element a^ est egal a 

si la branched n'est pas dans la boucle /, 

1 si la branched est dans la boucle / avec le meme sens 
-1 si la branched est dans la boucle / avec le sens oppose 

NOTE - La figure represente un reseau et la matrice d'incidence branche-maille correspondante 
lorsque les deux boucles 1 et 2 sont orientees en sens contraire des aiguilles d'une montre. 

branch-mesh incidence matrix 

for a network containing / directed loops and b branches, and in which a reference direction is 
chosen for each branch, matrix of type / x b where the element a tj is: 

if branchy is not in loop / 

1 if branchy is in loop i with the same direction 
-1 if branch / is in loop i with opposite direction 

NOTE - The figure gives a network and the corresponding branch-mesh incidence matrix when both 
loops 1 and 2 are directed anticlockwise. 



-10 1-10 10 
0-101-101 




3T A^ fl-t-LJi - C- Uj ^^ «ft ,' >t 4Jt < a *r*\ T 

en i»-niis^iRte»: mmmm 

de Maschen-Zweig-lnzidenzmatrix, f 

es matriz de incidencia rama-malla 

ja M&ftm 

pi macierz koincydencji gat^ziowo-oczkowa 

pt matriz de incidencia ramo-malha 

sv 
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131-13-23 

reseau en L, m 
reseau en r, m 

quadripole compose de deux branches ayant un noeud commun, I'un des deux noeuds 
terminaux etant connecte a deux bornes equipotentielles, qui forment la paire de bornes 
d'entree avec le noeud commun et la paire de bornes de sortie avec I'autre noeud terminal 

NOTE - Les termes « reseau en L » (voir la figure ci-dessous) et « reseau en r » sont utilises selon 
I'aspect de la representation graphique usuelle. 

L-network 
r-network 

two-terminal-pair network consisting of two branches having a common node, with one end 
node connected to two equipotential terminals, which form the input terminal pair with the 
common node and the output terminal pair with the other end node 

NOTE - The terms "L-network" (see figure below) and T-network" are used according to the aspect of 
the usuaJ graphical representation. 

O • O 



entree 
input 



O 



sortie 
output 



-O 



ar r *ii_ti; L & i ■ t 

en Lj&m&ti r&n&t 

de L-Schaltung, f; T-Schaitung, f 

es red en L; red en r 

ja LMMV&M ; rMEalSSffl 

pi czwornik typu L; czwornik typu r 

pt rede em L; rede em r 

sv L-lank 
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131-13-24 

reseau en L inverti, m 
reseau en r inverti, m 

quadripole compose de deux branches ayant un noeud commun, Tun des deux noeuds 
terminaux etant connecte a deux bornes equipotentielles, qui torment la paire de bornes de 
sortie avec le noeud commun et la paire de bornes d'entree avec I'autre noeud terminal 

NOTE - Les termes « reseau en L inverti » (voir la figure ci-dessous) et « reseau en r inverti » sont 
utilises selon I'aspect de la representation graphique usuelle. 

mirror L-network 
mirror r-network 

two-terminal-pair network consisting of two branches having a common node, with one end 
node connected to two equipotential terminals, which form the output terminal pair with the 
common node and the input terminal pair with the other end node 

NOTE - The terms "mirror L-network" (see figure below) and "mirror r-network" are used according to 
the aspect of the usual graphical representation. 

O f O 



entree 
input 



sortie 
output 



ar i\jjt T aSj_l£; 5lj-« L i^ . ,t. 

en mtsLLMm&i i*riH« 

de Spiegel-L-Schaltung f; Spiegel-r-Schaltung, f 

es red en L invertida; red en r invertida 

ja 5 v-L^igggJH ; 5 7-r^|eI8Si(H 

pi czwornik typu L odwrocone; czwornik typu r odwrocone 

pt rede em L invertido; rede em r invertido 

sv speglad L-lank 
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131-13-25 
reseau en T, m 

quadripole compose de trois branches ayant un noeud commun, un des noeuds terminaux 
etant connecte a deux bornes equipotentielles appartenant chacune a une des deux paires de 
bornes 

NOTE - Voir la figure ci-dessous. 

T-network 

two-terminal-pair network consisting of three branches having a common node, with one end 
node connected to two equipotential terminals, each of which forms a terminal pair with one of 
the other end nodes 

NOTE - See figure below. 



O— •— • — «-o 

o * o 



ar 


T iS^i, 


en 


mm® 


de 


T-Schaltung, f 


es 


red en T 


ja 


TM^m ; T^ y 


pl 


czwornik typu T 


pt 


rede em T 


sv 


T-lank 



r- y — 9 
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131-13-26 

reseau en n, m 

quadripole compose de trois branches connectees en serie, chaque paire de bornes etant formee 
par les deux noeuds dune des branches extremes et les deux noeuds extremes etant inter- 
connects pour etre equipotentiels 

NOTE - Voir la figure ci-dessous. 

IT-network 

two-terminal-pair network consisting of three series-connected branches, each terminal pair 
being formed by the two nodes of one of the extreme branches, the two extreme nodes being 
interconnected to be equipotential 

NOTE - See figure below. 



(~\ 






























<J 
















o — 


—i 


i — 






— <>— 


o 



ar 


TC i^tit, 


en 


n&m# 


de 


n-Schaltung, f 


es 


red en IT 


ja 


n@&m ; n*y hu~ 


Pi 


czwornik typu n 


pt 


rede em IT 


sv 


n-lank 
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131-13-27 

reseau en pont, m 
reseau en treitlis, m 

quadripole compose de quatre branches formant une boucle, dont les paires de bornes sont 
formees chacune de noeuds rvon adjacents 

NOTE - La figure ci-dessous montre, a gauche une representation graphique en pont, a droite une 
representation graphique en treillis. 

bridge network 
lattice network 

two-terminal-pair network composed of four loop-connected branches, with each terminal pair 
formed by non-adjacent nodes 

NOTE - The figure below shows, on the left side a graphical representation as a bridge, and on the 
right side a graphical representation as a lattice. 





ar 1 1\ t\ »?jt a, . !*, 

en tffBm*&'i xtem& 

de Brtickenschaltung, f; Kreuzschaltung, f; X-Schaltung, f 

es red en puente; red en celosia 

ja zf )) ■>; Vmmm ; 7 V y is* y h 7 - ■? ; fc-? ® 

pi mostek; czwornik kratowy 

pt rede em ponte 

sv korslank 
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131-13-28 

reseau en T ponte, m 

quadripole compose d'un reseau en T et d'une quatrieme branche joignant les deux bornes 
non directement interconnectees des paires de bornes 

NOTE - Voir la figure ci-dessous. 

bridged-T network 

two-terminal-pair network composed of a T-network and a fourth branch connecting the two 
not directly interconnected terminals of the terminal pairs 

NOTE - See figure below. 



O— • 



*-0 



-o 



ar itjJoJi J<; ■■*•■ 

en mm&m% 

de iiberbriickte T-Schaltung, f; Brucken-T-Schaltung f 

es red en T puenteada 

ja -7 y y viw,m&m •.•fv? i^T* v Y V - 7 

pi czwornik typu T zmostkowane 

pt rede em ponte-T 

sv bverbryggad T-lank 



131-13-29 

reseau en echelle, m 

quadripole constitue par des reseaux en L montes en cascade 
NOTE - Voir la figure ci-dessous. 

ladder network 

two-terminai-pair network consisting of cascade connected L-networks 
NOTE - See figure below 



ar ■* * - * ■■■ <i5u_uj 

en wmmm 

de L-Kettenschaltung, f 

es red en escalera 

ja 7? — *y h V — ? ; l± L rtU 

pi siec drabinkowa 

pt 

sv stegnat 
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131-13-30 

reseau en double T, m 

quadripole obtenu en reliant les bornes homologues d'entree et les bornes homologues de 
sortie de deux reseaux en T 

NOTE - Voir la figure ci-dessous. 



twin-T network 

two-terminal-pair network obtained by connecting the corresponding input terminals and the 
corresponding output terminals of two T-networks 

NOTE - See figure below. 



O- 



-O 



ar i^jjjj T i< ; ■■• 

en JSLTB M % 

de Doppel-T-Schaltung, f 

es red en doble T 

ja ftmTi&m&m 

pi czwornik typu T podwojne 

pt rede em duplo T 

sv dubbel T-lank 



Section 131-14 - Reseaux a deux et a n acces 
Section 131-14 - Two-port and n-port networks 

131-14-01 

immittance de fermeture, f 

immittance du dispositif ou du circuit electrique relie aux bornes d'un acces d'un quadripole 
ou d'un reseau a n paires de bornes 

terminating immittance 

immittance of the electric circuit or device connected to a terminal pair of a two-terminal-pair 
network or an n-terminal-pair network 

ar >ijt-fJ <ijLuu> 

en Sftft#tfL 

de Abschlussimmittanz, f 

es immitancia de cierre 

ja m$k4^9V* 

pi immitancja robocza 

pt imitancia terminal 

sv anslutningsimmittans 
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131-14-02 

impedance de fermeture, f 

impedance du dispositif ou du circuit electrique relie aux bornes d'un acces d'un quadripole 
ou d'un reseau a n paires de bornes 

terminating impedance 

impedance of the electric circuit or device connected to a terminal pair of a two-terminal-pair 
network or an «-terminal-pair network 

ar iiLjj isjLa-o 

en ikmmtK 

de Abschlussimpedanz, f 

es impedancia de cierre 

ja !fc$li^>t°-y>* 

pi impedancja robocza 

pt impedancia terminal 

sv anslutningsimpedans 

131-14-03 

admittance de fermeture, f 

admittance du dispositif ou du circuit electrique relie aux bornes d'un acces d'un quadripole 
ou d'un reseau a n paires de bornes 

terminating admittance 

admittance of the electric circuit or device connected to a terminal pair of a two-terminal-pair 
network or an «-terminal-pair network 

en J(8&#!rt 

de Abschlussadmittanz f 

es admitancia de cierre 

ja IS7^?y? 

pi admitancja robocza 

pt admitancia terminal 

sv anslutningsadmittans 

131-14-04 

immittance de charge, f 

immittance de fermeture d'un acces de sortie 

load immittance 

terminating immittance of an output port 

ar Jn-tll sijLuiji 

en ^AWL^-Vji 

de Lastimmittanz, f 

es immitancia de carga 

ja ft ffi 4 X 9 > X 

pi immitancja obci^zenia 

pt imitancia de carga 

sv belastningsimmittans 
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131-14-05 

impedance de charge, f 

impedance de fermeture d'un acces de sortie 

load impedance 

terminating impedance of an output port 

ar Jo-JI iijtjui 

en ftfjfiin; 

de Lastimpedanz, f 

es impedancia de carga 

ja A#^>t°— ^>x 

pi impedancja obciazenia 

pt impedancia de carga 

sv belastningsimpedans 

131-14-06 

admittance de charge, f 

admittance de fermeture d'un acces de sortie 

load admittance 

terminating admittance of an output port 



ar Jn->ll 

en &m%*ti 

de Lastadmittanz, f 

es admitancia de carga 

ja IkffiT YX9 yx. 

pi admitancja obciazenia 

pt admitancia de carga 

sv belastningsadmittans 



131-14-07 
immittance d'entree, f 

immittance d'un reseau vue depuis les bornes d'un acces d'entree, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

input immittance 
driving-point immittance 

immittance of a network seen at the terminals of an input port, when all other ports are con- 
nected to specified terminating immittances 

ar jiajt iloii iijL-aj>; JajJI iijLuu 

en «rA#i/L! IsO^^ii 

de Eingangsimmittanz, f 

es immitancia de entrada 

ja A J] 4 5 ?>x ; igffi^-T 5 9^7 

pi immitancja wejsciowa 

pt imitancia de entrada 

sv inimmittans 
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131-14-08 

symb.'. Z-, 

impedance d'entree, f 

impedance d'un reseau vue depuis les bornes d'un acces d'entree, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

input impedance 

impedance of a network seen at the terminals of an input port, when all other ports are con- 
nected to specified terminating immittances 

ar JijJl sijU. 

en HABtt 

de Eingangsimpedanz, f 

es impedancia de entrada 

ja A^-Yvf-yvx 

pi impedancja wejsciowa 

pt impedancia de entrada 

sv inimpedans 

131-14-09 

symb.: F-, 

admittance d'entree, f 

admittance d'un reseau vue depuis les bornes d'un acces d'entree, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

input admittance 

admittance of a network seen at the terminals of an input port, when all other ports are con- 
nected to specified terminating immittances 

ar JijJt *~ .t ,... 

en «JA#*rt 

de Eingangsadmittanz, f 

es admitancia de entrada 

ja AtiT KS ?>* 

pi admitancja wejsciowa 

pt admitancia de entrada 

sv inadmittans 



131-14-10 

immittance de sortie, f 

immittance d'un reseau vue depuis les bornes d'un acces de sortie, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

output immittance 

immittance of a network seen at the terminals of an output port, when ail other ports are con- 
nected to specified terminating immittances 

ar r>iJ' iijLm^ 

en tfo&^in. 

de Ausgangsimmittanz, f 

es immitancia de salida 

ja m/M 5 ?>* 

pi immitancja wyjsciowa 

pt imitancia de saida 98 

sv utimmittans 
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131-14-11 

symb.: Z 2 

impedance de sortie, f 

impedance d'un reseau vue depuis les bornes d'un acces de sortie, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

output impedance 

impedance of a network seen at the terminals of an output port, when all other ports are con- 
nected to specified terminating immittances 

ar r>iJ' iijt** 

en m&min. 

de Ausgangsimpedanz, f 
es impedancia de salida 

ja f+i;M>^-/>-* 

pi impedancja wyjsciowa 

pt impedancia de saida 

sv utimpedans 



131-14-12 

symb.: Y_ 2 

admittance de sortie, f 

admittance d'un reseau vue depuis les bornes d'un acces de sortie, lorsque tous les autres 
acces sont relies a des immittances de fermeture specifiees 

output admittance 

admittance of a network seen at the terminals of an output port, when all other ports are con- 
nected to specified terminating immittances 

en Utoft^th 

de Ausgangsadmittanz, f 

es admitancia de salida 

ja \WJiT Y%9lsx 

pi admitancja wyjsciowa 

pt admitancia de saida 

sv utadmittans 
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131-14-13 

impedance de transfert direct, f 
impedance de transfert, f 

pour un quadripole lineaire ou un reseau lineaire a n paires de bornes, quotient du phaseur 
representant la tension a un acces de sortie par le phaseur representant le courant a un 
acces d'entree, lorsque tous les autres acces sont relies a des immittances de fermeture 
specifiees 

NOTE - La sortie est generalement en circuit ouvert. 

forward transfer impedance 
transfer impedance 

for a linear two-terminal-pair network or o-terminal-pair network, quotient of the phasor 
representing the voltage at an output port by the phasor representing the electric current at an 
input port, when all other ports are connected to specified terminating immittances 

NOTE - The output is usually open-circuited. 

ar (r^LxVl JUuVI lijU- 

en ( jEft >&#&£[; ( iE ft M$iiHUfi.. 

de Ubertragungsimpedanz vorwarts, f; Ubertragungsimpedanz, f; 

Transimpedanz vorwarts, f; Transimpedanz, f 

es impedancia de transferencia directa 

ja fazM't > ¥—y '*/ x. 

pi impedancja wzajemna pierwotna 

pt impedancia de transferencia 

sv overforingsimpedans i framriktning 



131-14-14 

impedance de transfert inverse, f 

pour un quadripole lineaire ou un reseau lineaire a n paires de bornes, quotient du phaseur 
representant la tension a un acces d'entree par le phaseur representant le courant a un acces 
de sortie, lorsque tous les autres acces sont relies a des immittances de fermeture specifiees 

NOTE - L'entree est generalement reliee a une source ideale de tension. 

reverse transfer impedance 

for a linear two-terminal-pair network or «-terminal-pair network, quotient of the phasor 
representing the voltage at an input port by the phasor representing the electric current at an 
output port, when all other ports are connected to specified terminating immittances 

NOTE - The input is usually connected to an ideal voltage source. 

ar i.i^tII JUuVt iijLu« 

en &|nm-&Riin;; SftftiUPfita 

de Ubertragungsimpedanz ruckwarts, f; Transimpedanz riickwarts f 

es impedancia de transferencia inversa 

ja i^'fcsi^^' V\f~~ ¥V7^ 

pi impedancja wzajemna wtorna 

pt impedancia de transferencia inversa 

sv overforingsimpedans i backriktning 
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131-14-15 

admittance de transfert direct, f 
admittance de transfert, f 

pour un quadripole lineaire ou un reseau lineaire a n paires de bornes, quotient du phaseur 
representant le courant a un acces de sortie par le phaseur representant la tension a un 
acces d'entree, lorsque tous les autres acces sont relies a des immittances de fermeture 
specifiees 

NOTE - La sortie est generalement en court-circuit. 

forward transfer admittance 
transfer admittance 

for a linear two-terminal-pair network or «-terminal-pair network, quotient of the phasor 
representing the electric current at an output port by the phasor representing the voltage at an 
input port, when all other ports are connected to specified terminating immittances 

NOTE - The output is usually short-circuited. 



ar ^UVI JUuVI i= 

cn ( jEfa )«-«^*fi; ( Eft )tei£#*ft.. 

de Ubertragungsadmittanz vorwarts, f; Ubertragungsadmittanz, f; 

Transadmittanz vorwarts. f; Transadmittanz f 

es admitancia de transferencia directa 

ja fciST K 5. 9 V* 

pi admitancja wzajemna pierwotna 

pt admitancia de transferencia (directa) 

sv overforingsadmittans i framriktning 



131-14-16 

admittance de transfert inverse, f 

pour un quadripole lineaire ou un reseau lineaire a n paires de bornes, quotient du phaseur 
representant le courant a un acces d'entree par le phaseur representant la tension a un acces 
de sortie, lorsque tous les autres acces sont relies a des immittances de fermeture specifiees 

NOTE - L'entree est generalement reliee a une source ideale de courant. 

reverse transfer admittance 

for a linear two-terminal-pair network or «-terminal-pair network, quotient of the phasor 
representing the electric current at an input port by the phasor representing the voltage at an 
output port, when all other ports are connected to specified terminating immittances 

NOTE - The input is usually connected to an ideal current source. 
ar ^mi^-iII JUiiVI ia-oluiuo 

cn &\'°m®%®i Rftftm^th 

de Ubertragungsadmittanz ruckwarts, f; Transadmittanz ruckwarts, f 
es admitancia de transferencia inversa 

ja mizkmr K^yx 

pi admitancja wzajemna wtorna 

pt admitancia de transferencia inversa 

sv overforingsadmittans i backriktning 
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131-14-17 

immittance de transfert, f 

grandeur pouvant etre une impedance ou une admittance de transfert directe ou inverse 

NOTE - Une immittance de transfert est une fonction de transfert dans laquelle un des signaux est une 
tension et I'autre un courant. 

transfer immittance 

forward or reverse transfer impedance or admittance 

NOTE - A transfer immittance is a transfer function in which one signal is a voltage and the other an 
electric current. 

ar JUirfl tfjLuu 

en tfpte^ik; ffMtfc 

de Ubertragungsimmittanz, f; Transimmittanz, f 

es immitancia de transferencia 

ja fc'M4l$yx 

pi immitancja wzajemna 

pt imitancia de transferencia 

sv overfbringsimmittans 

131-14-18 

rapport de transfert direct, m 
rapport de transfert, m 

pour un biporte lineaire, quotient du phaseur representant une grandeur a I'acces de sortie 
par le phaseur representant une grandeur de meme nature a I'acces d'entree 

NOTE - Selon la nature de la grandeur, des exemples sont un rapport de transfert de la tension en 
circuit ouvert, un rapport de transfert du courant en court-circuit. 

forward transfer ratio 
transfer ratio 

for a linear two-port, quotient of the phasor representing a quantity at the output port by the 
phasor representing a quantity of the same kind at the input port 

NOTE -According to the kind of quantity, examples are an open-circuit voltage transfer ratio, a short- 
circuit current transfer ratio. 



ar i^UVt Jliutff iu 

en ( JEr&I )«-£fcts ( JEI&] Mfi£i£ 

de Ubersetzung vorwarts, f; Ubersetzung, f 

es relacion de transferencia directa 

ja fciiit 

pi przektadnia 

pt relacao de transferencia (directa) 

sv bverforingsfaktor i framriktning 
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131-14-19 

rapport de transfert inverse, m 

pour un biporte lineaire, quotient du phaseur representant une grandeur a I'acces d'entree par 
le phaseur representant une grandeur de meme nature a I'acces de sortie 

NOTE - Selon la nature de la grandeur, des exemples sont un rapport de transfert inverse de la tension 
en circuit ouvert, un rapport de transfert inverse du courant en court-circuit. 

reverse transfer ratio 

for a linear two-port, quotient of the phasor representing a quantity at the input port by the 
phasor representing a quantity of the same kind at the output port 

NOTE - According to the kind of quantity, examples are an open-circuit reverse voltage transfer ratio, 
a short-circuit reverse current transfer ratio. 

ar 4m.i<iII JUuVt iiu.i 

en sr-m-fctt; RM&mit 

de Ubersetzung ruckwarts. f 

es relacion de transferencia inversa 

ja MfeMkt 

pi przektadnia odwrotna 

pt relacao de transferencia inversa 

sv overforingsfaktor i backriktning 

131-14-20 

en court-circuit (1), qualificatif 

qualifie une paire de bornes dont I'impedance de fermeture est nulle 

short-circuited 

qualifies a terminal pair when the terminating impedance is zero 

ar 5_yljJI ij ui« n - »j ■ ■»» - 5^jtj 

cn M0W 

de kurzgeschlossen (Adjektiv) 

es en cortocircuito (1) 

ja fafflr U'>) 

pi zwarty 

pt em curtocircuito (1) 

sv kortsluten 
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131-14-21 

en court-circuit (2), qualificatif 

qualifie une immittance d'entree, de sortie ou de transfert lorsque les autres acces ont des 
impedances de fermeture nulles, ou un rapport de transfert direct ou inverse lorsque I'acces 
c'orrespondant au numerateur a une impedance de fermeture nulle 

NOTE - Des exemples dans la CEI 60027-2 sont Tadmittance d'entree en court-circuit, ['impedance 
d'entree en court-circuit et le rapport de transfert inverse du courant en court-circuit. 

short-circuit, qualifier 

qualifies an input, output or transfer immittance when the other ports have zero terminating 
impedances, or a forward or reverse transfer ratio when the port corresponding to the 
numerator has zero terminating impedance 

NOTE - Examples in IEC 60027-2 are the short-circuit input admittance, the short-circuit input 
impedance, the short-circuit reverse current transfer ratio. 

ar Sjilj 

cn ®0, FR&iis] 

de Kurzschluss... (in Zusammensetzungen) 

es en cortocircuito (2) 

ja £a*& 

pi zwarcia (kwalifikator); stanu zwarcia (kwalifikator) 

pt em curtocircuito (2) 

sv kortslutnings- 

131-14-22 

en circuit ouvert (1), qualificatif 

qualifie une paire de bornes dont I'admittance de fermeture est nulle 

open-circuited 

qualifies a terminal pair when the terminating admittance is zero 

ar '-^-j'ti " 3_>ilj 

cn 7FI&W 

de offen (Adjektiv); im Leerlauf (adjektivisch) 

es a circuito abierto (1) 

ja mn. '<"> ; bbb& iy>) 

pi rozwarty; otwarty 

pt em circuito aberto (1) 

sv oppen 
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131-14-23 

en circuit ouvert (2), qualificatif 

qualifie une immittance d'entree, de sortie ou de transfert lorsque les autres acces ont des 
admittances de fermeture nulles, ou un rapport de transfert direct ou inverse lorsque I'acces 
correspondant au numerateur a une admittance de fermeture nulle 

NOTE - Des exemples dans la CEI 60027-2 sont I'impedance de sortie en circuit ouvert, I'admittance 
de sortie en circuit ouvert et le rapport de transfert inverse de la tension en circuit ouvert. 

open-circuit, qualifier 

qualifies an input, output or transfer immittance when the other ports have zero terminating 
admittances, or a forward or reverse transfer ratio when the port corresponding to the 
numerator has zero terminating admittance 

NOTE - Examples in IEC 60027-2 are the open-circuit output impedance, the open-circuit output 
admittance, the open-circuit reverse voltage transfer ratio. 

ar SjjfjJ! rjii-« 

en #&, Bl/ifi»J 

de Leerlauf... (in Zusammensetzungen) 

es a circuito abierto (2) 

ja m& : mm 

pi stanu jatowego (kwalifikator) 
pt em circuito aberto (2) 
sv tomgangs- 

131-14-24 

symb.: Z 

matrice d'impedance, f 

pour un quadripole ou un reseau a n paires de bornes, matrice exprimant les tensions aux 
acces en fonction des courants electriques aux acces 

NOTE - La CEI 60027-2 donne des noms et symboles aux elements de la matrice d'impedance. 

impedance matrix 

for a two-terminal-pair network or an «-terminal-pair network, matrix expressing the electric 
dependence of the port voltages on the port currents 

NOTE - Names and symbols for the elements of the impedance matrix are given in IEC 60027-2. 
ar iijLuJI iiji^xj 

en miKfcft 

de Impedanzmatrix, f 

es matriz de impedancia 

ja -f >t'-¥>Xftf\l 

pi macierz impedancyjna 

pt matriz de impedancia 

sv impedansmatris 
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131-14-25 

symb.: Y 

matrice d'admittance, f 

pour un quadripole ou un reseau a n paires de bornes, matrice exprimant les courants aux 
acces en fonction des tensions aux acces 

NOTE - La CEI 60027-2 donne des noms et symboles aux elements de la matrice d'admittance. 
admittance matrix 

for a two-terminal-pair network or an A?-terminal-pair network, matrix expressing the electric 
dependence of the port currents on the port voltages 

NOTE - Names and symbols for the elements of the admittance matrix are given in IEC 60027-2. 



ar i= 

en #$&P$ 

de Admittanzmatrix, f 

es matriz de admitancia 

ja 7KS ?>Xftm 

pi macierz admitancyjna 

pt matriz de admitancia 

sv admittansmatris 



131-14-26 

matrice d'immittance, f 

pour un quadripole ou un reseau a n paires de bornes, matrice dont les elements sont des 
impedances ou des admittances et qui exprime des relations lineaires entre les courants et 
les tensions aux acces 

NOTE - Des exemples de matrice d'immittance sont la matrice d'impedance et la matrice d'admittance. 

immittance matrix 

for a two-terminal-pair network or an «-terminal-pair network, matrix each element of which is 
an impedance or an admittance and expressing linear relations between the currents and 
voltages at the ports 

NOTE - Examples of immittance matrices are the impedance matrix and admittance matrix. 

ar iijLuuJt <iji_»-a_« 

en ^IJimft 

de Immittanzmatrix, f 

es matriz de immitancia 

ja -Y 5 ?>xnm 

pi macierz immitancyjna 
pt matriz de imitancia 
sv immittansmatris 
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131-14-27 
reciprocity, f 

propriete d'un quadripole ou d'un reseau a n paires de bornes caracterise par une matrice 
d'impedance ou une matrice d'admittance symetrique 

reciprocity 

property of a two-terminal-pair network or an «-terminal-pair network characterized by a sym- 
metrical impedance matrix or admittance matrix 

ar i+l-iLii 

en SStt 

de Kopplungssymmetrie, f; Reziprozitat, f 

es reciprocidad 

ja *BHt£ 

pi odwracalnosc; wzajemnosc (termin niezalecany) 

pt reciprocidade 

sv reciprocitet 



131-14-28 
reciproque, adj 

quallfie un quadripole ou un reseau a n paires de bornes ayant la propriete de reciprocity 

NOTE - Un quadripole reciproque est caracterise par I'egalite des impedances de transfert en circuit 
ouvert ou des admittances de transfert en court-circuit. 

reciprocal 

qualifies a two-terminal-pair network or an w-terminal-pair network having the property of 
reciprocity 

NOTE - A reciprocal two-terminal pair network is characterized by equality of the open-circuit transfer 
impedances or of the short-circuit transfer admittances. 

ar ^jLu 

en 5##J 

de kopplungssymmetrisch (Adjektiv); reziprok (Adjektiv) 

es reciproco 

ja *BKt££> 

pi odwracalny; wzajemny (termin niezalecany) 

pt reciproco 

sv reciprok 
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131-14-29 

symb.. H 

matrice H, f 

pour un quadripole, matrice exprimant la tension d'entree et le courant de sortie en fonction 
du courant d'entree et de la tension de sortie 

NOTE - La CEI 60027-2 donne des norms et symboles aux elements de la matrice H. 

//-matrix 

for a two-terminal-pair network, matrix expressing the dependence of the input voltage and 
output current on the input current and output voltage 

NOTE - Names and symbols for the elements of the H matrix are given in IEC 60027-2. 

ar H ^o jo ■ >- 1 

en H& W 

de Reihen-Parallel-Matrix, f; Hybridmatrix, f 

es matriz H 

ja HffW 

pi macierz H 

pt matriz H 

sv //-matris 



131-14-30 

symb.: K 

matrice K, f 

pour un quadripole, matrice exprimant le courant d'entree et la tension de sortie en fonction 
de la tension d'entree et du courant de sortie 

NOTE - La CEI 60027-2 donne des noms et symboles aux elements de la matrice K. 

/t-matrix 

for a two-terminal-pair network, matrix expressing the dependence of the input current and 
output voltage on the input voltage and output current 

NOTE - Names and symbols for the elements of the K matrix are given in )EC 60027-2. 

en K& W 

de Paraliel-Reihen-Matrix, f 

es matriz K 

ja KtiPi 

pi macierz A' 

pt matriz A" 

sv A"-matris 
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131-14-31 

symb.: A 

matrice de chaine, f 

pour un quadripole ou un reseau a n paires de bornes, ou n est pair, matrice exprimant les 
tensions et courants d'entree en fonction des tensions et courants de sortie 

NOTE - La CEI 60027-2 donne des norms et symboles aux elements de la matrice de chaine. 

chain matrix 

for a two-terminal-pair network or an n-terminal-pair network with n even, matrix expressing 
the dependence of the input voltages and currents on the output voltages and currents 

NOTE - Names and symbols for the elements of the chain matrix are given in IEC 60027-2. 

ar j.i ...l ... i«j»-- - 

en «££«&; f|*&*g|$ 

de Kettenmatrix, f 

es matriz de cadena; matriz de transmision 

ja T =r.-l/-? h y y9* ; S^fl^J 

pi macierz Jaricuchowa 

pt matriz de cadeia 

sv kedjematris i framriktning 

131-14-32 

symb.: B 

matrice de chaine inverse, f 

pour un quadripole, matrice exprimant la tension et ie courant de sortie en fonction de la 
tension et du courant d'entree 

NOTE - La CEI 60027-2 donne des noms et symboles aux elements de la matrice de chaine inverse. 

reverse chain matrix 

for a two-terminal-pair network, matrix expressing the dependence of the output voltage and 
current on the input voltage and current 

NOTE - Names and symbols for the elements of the reverse chain matrix are given in IEC 60027-2. 
ar ij.ui^f ill ntliu sjji^^-o 

en &mmm&; &&#&&. 

de Kettenmatrix ruckwarts, f 

es matriz de cadena inversa; matriz de transmision inversa 

ja Sfx-yvh^^;IS^i] 

pi macierz iahcuchowa odwrotna 

pt matriz de cadeia inversa 

sv kedjematris i backriktning 
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131-14-33 

symb.: M 

variable de repartition incidente, f 
grandeur d'onde incidente, f 

a un acces d'un reseau, grandeur complexe associee a I'onde incidente 

NOTE - Les variables de repartition sont des combinaisons lineaires des phaseurs representant la 
tension et le courant. Elles dependent d'une impedance de reference choisie a chaque acces. 

incident scattering variable 
incident wave quantity 

at a port of a network, complex quantity associated with the incident wave 

NOTE - The scattering variables are linear combinations of the phasors representing the voltage and 
the current. They depend on a reference impedance chosen at each port. 

ar i_L»LuJI SjLLixuVI _>±aju 

en Ai*ifc*f£»; AMmm 

de Streuvariable, f; WellengroBe, f 

es variable de reparto incidente; magnitud de onda incidente 

ja A St St ft 

pi zmienna rozproszenia fali padaja.eej 

pt variavel de difusao incidente; grandeza de onda incidente 

sv infallande vagstorhet 



131-14-34 

symb.: N 

variable de repartition sortante, f 
grandeur d'onde sortante, f 

a un acces d'un reseau, grandeur complexe associee a I'onde sortante 

NOTE - Les variables de repartition sont des combinaisons lineaires des phaseurs representant la 
tension et le courant. Elles dependent d'une impedance de reference choisie a chaque acces. 

output scattering variable 
output wave quantity 

at a port of a network, complex quantity associated with the output wave 

NOTE - The scattering variables are linear combinations of the phasors representing the voltage and 
the current. They depend on a reference impedance chosen at each port. 

en m&WLM&m-. Mtttiu 

de Ausgangs-Streuvariable, f; Ausgangs-Wellengro&e, f 

es variable de reparto saliente; magnitud de onda saliente 

ja ffi^Stft 

pi zmienna rozproszenia fali odbitej 

pt variavel de difusao de saida; grandeza de onda de saida 

sv utgaende vagstorhet 
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131-14-35 

symb.: S 

matrice de repartition, f 

pour un biporte ou un multiporte, matrice exprimant des grandeurs complexes associees aux 
ondes sortan.tes en fonction des grandeurs homologues associees aux ondes incidentes 
[726-07-12 MOD] 

NOTE - Les elements de la matrice de repartition sont des facteurs de reflexion complexes ou des 
facteurs de transfert d'onde (voir la CEI 60027-2) 

scattering matrix 

for a two-port or w-port network, matrix expressing the dependence of complex quantities 
associated with output waves on the corresponding quantities associated with incident waves 
[726-07-12 MOD] 

NOTE - The elements of the scattering matrix are complex reflection factors or wave transfer factors 
(see IEC 60027-2). 

ar jjLLi^ut J »j» ■-■ - 

en ft'UJEff 

de Streumatrix, f 

es matriz de reparto 

ja m&ftm 

pi macierz rozproszenia 
pt matriz de difusao 
sv spridningsmatris 

131-14-36 

symb.: 5, ; 

facteur de repartition, m 
parametre de repartition, m 

element d'une matrice de repartition [726-07-13] 

NOTE - Les facteurs de repartition sont des facteurs de reflexion complexes ou des facteurs de trans- 
fert d'onde (voir la CEI 60027-2). 

scattering parameter 
scattering coefficient 

element of a scattering matrix [726-07-13] 

NOTE -The scattering parameters are complex reflection factors or wave transfer factors 
(see IEC 60027-2). 



ar SjLloiijii <u^«.i.ft.« 

en tScM#»: tt#Stt 

de Streuparameter, m; Streukoeffizient m 

es factor de reparto; para metro de reparto 

ja ttSc£L#& 

pl wspotczynnik rozproszenia 

pt parametro de difusao 

sv spridningsparameter 
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131-14-37 

facteur de transfert d'onde, m 
facteur de transmission complexe, m 

pour un biporte ou un multiporte, rapport d'une variable de repartition sortante en un acces, 
a la variable de repartition incidente en un autre acces, lorsque les ondes incidentes sont 
nulles a tous les autres acces [726-07-07 MOD] 

wave transfer factor 
amplitude transmission factor 

for a two-port or w-port network, ratio of an output scattering variable at one port to the 
incident scattering variable at another port, when the incident waves at all other ports are zero 
[726-07-07 MOD] 

ar JiiJI ^Llu* J-tt ! ia,>Jt Jtiul J-lt 

en anting?: mmimm? 

de Ubertragungsfaktor, m 

es factor de transferencia de onda; factor de transmision com pie jo 

ja mfcmm& -, mmmM& 

pi wspolczynnik transmisji 

pt factor de transferencia de onda; factor de transmisslo complexo 

5v transmissionsfaktor 



131-14-38 

symb.: T 

matrice de chaine d'onde, f 

pour un biporte ou un multiporte, matrice exprimant les variables de repartition aux acces 
d'entree en fonction des variables de repartition aux acces de sortie 

NOTE - La CEI 60027-2 donne des symboles aux elements de la matrice de chaTne d'onde. 
wave chain matrix 

for a two-port or »-port network, matrix expressing the dependence of the scattering variables 
at the input ports on the scattering variables at the output ports 

NOTE - Symbols for the elements of the wave chain matrix are given in IEC 60027-2. 
ar X-^jjJJ «il ml in iiji_wa_a 

en «g«: mmm& 

de Betriebskettenmatrix, f 

es matriz de cadena de onda 

ja i#5J8&£*tf5*J 

pi macierz transmisyjna 

pt matriz de cadeia de onda 

sv overforingsmatris 



1 1 ■ 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

Section 131-15 - Methodes de la theorie des circuits 
Section 131-15 - Methods of circuit theory 

131-15-01 

analyse d'un reseau, f 

determination de I'etat d'un reseau caracterise par des grandeurs appropriees 

NOTE - Des grandeurs appropriees sont par exemple : pour un reseau electrique, des tensions elec- 
triques, des courants electriques, des puissances ; pour un circuit magnetique, des courants totalises, 
des flux magnetiques, I'energie magnetique. 

network analysis 

determination of the state of a network characterized by appropriate quantities 

NOTE - Appropriate quantities are, for example, for an electric network: voltages, electric currents, 
powers, and for a magnetic network: current linkages, magnetic fluxes, magnetic energy. 

ar ,-.K. ■ ■*■ J.i~- 

cn Wf&ir#f 

de Netzwerkanalyse, f 

es analiais de una red 

ja iBiffimMVt 

pi analiza sieci 

pt analise de redes 

sv natanalys 

131-15-02 

methode des noeuds, f 

methode d'analyse d'un reseau au moyen d'equations dont les variables independantes sont 
les potentiels electriques des noeuds par rapport au potentiel electrique d'un noeud choisi 
comme reference 

node method 

network analysis method with equations using as independent variables the electric potentials 
at the nodes referring to the electric potential of a chosen reference node 



ar 


jiajl ajSj \b 


en 


T5f.fcft" 


de 


Knotenverfahren, n 


es 


metodo de los nudos 


ja 


m&m 


Pi 


metoda weztowa 


Pt 


metodo dos nos 


sv 


nodanalys 
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131-15-03 

methode des mailles, f 

methode d'analyse d'un reseau au moyen d'equations dont les variables independantes sont 
les courants de maille dans les mailles associees a un arbre choisi 

mesh method 

network analysis method with equations using as independent variables the mesh currents in 
the set of meshes associated to a chosen tree 

ar ,-<!<.. .Ml <i^j^ 

en m*hmm 

de Maschenverfahren, n 

es metodo de las mallas 

ja fflBfe 

pi metoda oczkowa 

pt metodo das malhas 

sv slinganalys 

131-16-04 

methode des coupures, f 

methode d'analyse d'un reseau au moyen d'equations dont les variables independantes sont 
les tensions entre les extremites des branches d'un ensemble de coupure choisi 

cut-set method 

network analysis method with equations using as independent variables the voltages between 
the end-points of the branches of a chosen cut-set 



ar 


l i)L*JaiLo <cjn-y n UjjJs 


en 


*JHft 


de 


Trennbundelverfahren, n 


es 


metodo de los conjuntos de corte 


ja 


by h±y hm 


pl 


metoda rozciec 


Pt 


metodo dos cortes 


sv 





131-15-05 

synthese d'un reseau, f 

determination de la topologie d'un reseau et des valeurs de ses elements de circuit pour 
obtenir un comportement specifie 

network synthesis 

determination of the topology of a network and of the values of its circuit elements to achieve 
a specified performance 



ar 


L.-ll^ i 1 It jM^t 


en 


m tdms 


de 


Netzwerksynthese, f 


es 


sintesis de una red 


ja 


*y h?-^^ ; ®&fflfrf$. 


pl 


synteza sieci 


pt 


sintese de redes 


sv 


natsyntes 



114 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

131-15-06 

modele de circuit electrique, m 

representation d'un dispositif electrique ou magnetique par un circuit compose d'elements 
ideaux 

electric circuit model 

representation of an electric or magnetic device by means of a circuit composed of ideal 
elements 

ar i±ij£ 5j3Fj r JjjtJ 

en *,*0#S 

de Strom kreismodell, n; Schaltkreismodell, n 

es modeto de circuito electrico 

ja (ft*S) [h12§*tvi- 

pi model obwodowy; schemat zastepczy 

pt modelo de circuito electrico 

sv kretsmodel 



131-15-07 

circuit electrique equivalent, m 

circuit compose d'elements de circuit ideaux, dont le comportement aux bornes ou aux acces 
est equivalent a celui d'un circuit ou dispositif electrique ou magnetique donne 

NOTE - Des circuits electriques equivalents peuvent aussi etre utilises pour representer d'autres sortes 
de dispositifs ou phenomenes. 

equivalent electric circuit 

circuit composed of ideal circuit elements which has, at the terminals or ports, a behaviour 
equivalent to that of a given electric or magnetic circuit or device 

NOTE - Equivalent electric circuits can also be used to represent other kinds of devices or phenomena. 

ar *iit£-o <iuj-f£ SjjIj 
en 



mi 



de Ersatzschaltung, f 

es circuito electrico equivalente 

ja mm (*«t) OSS 

pi obwod elektryczny rownowazny 

pt circuito electrico equivalente 

sv ekvivalent stromkrets 
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131-15-08 

loi d'Ohm, f 

loi fondamentale de I'electricite, exprimant que la tension aux bornes d'une resistance ideale 
est proportionnelle au courant qui y circule 

NOTE - Pour un bipole lineaire en regime sinusoidal, une generalisation de la loi d'Ohm exprime la 
proportionnalite entre les phaseurs representant la tension et le courant. 

Ohm's law 
Ohm law 

fundamental law of electricity, stating that the voltage at the terminals of an ideal resistor is 
proportional to the current in the resistor 

NOTE - For a linear two-terminal network under sinusoidal conditions, a generalization of Ohm law 
states that the phasors representing voltage and electric current are proportional. 



ar 


fjf cjjili 


en 


mmfew 


de 


Ohmsches Gesetz, n 


es 


ley de Ohm 


ja 


^-AOfeRlJ 


Pt 


prawo Ohma 


P* 


lei de Ohm 


sv 


Ohms lag 


131 


-15-09 



loi de Kirchhoff des noeuds, f 
loi de Kirchhoff des courants, f 

theoreme de theorie des circuits exprimant que la somme algebrique des courants de branche 
qui arrivent a un noeud quelconque d'un reseau electrique est nulle 

Kirchhoff law for nodes 
Kirchhoff current law 

circuit-theory theorem stating that the algebraic sum of the branch currents towards any node 
of an electric network is zero 

ar ojljLiU ^-ijja>j£ tjjiti; j « \ 1 1 wij-ui_>i£ o^^ 

en £#Sl*fcSt}£& 

de erstes Kirchhoff-Gesetz. n; Knotensatz, m 

es ley de Kirchhoff para los nudos; ley de Kirchhoff de las corrientes 

ja %bM>\zt3\-tZ>*rfrK7fry<D'&fl}\ ; df/ut*-7ro1gi)K«DfefliJ 

pi prawo Kirchhoffa pra_dowe; pierwsze prawo Kirchhoffa 

pt lei de Kirchhoff dos nos; lei de Kirchhoff das correntes 

sv Kirchhoffs stromlag 
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131-15-10 

loi de Kirchhoff des mailles, f 
loi de Kirchhoff des tensions, f 

theoreme de theorie des circuits exprimant que, le long de tout chemin ferme dans un reseau, 
la somme algebrique des tensions aux bornes des elements de circuit passifs et des tensions 
de source est nulle 

Kirchhoff law for meshes 
Kirchhoff voltage law 
Kirchhoff tension law 

circuit-theory theorem stating that, along any closed path in an electric network, the algebraic 
sum of the voltages at the terminals of the passive circuit elements and the source voltages is 
zero 

ar (jj4aH - StUlill) oK|iiMI ■-ij^jg ^ti 

en a#g*«feffi£& 

de zweites Kirchhoff-Gesetz, n; Maschensatz, m 

es ley de Kirchhoff para ias mallas; ley de Kirchhoff de las tensiones 

ja PHKt*5lt5^-/i'tJt! , 7WfefliJ ; df/vt: *7<D«JEE0Dj£IiJ 

pi prawo Kirchhoffa napieciowe; drugie prawo Kirchhoffa 

pt lei de Kirchhoff das malhas; iei de Kirchhoff das tensoes 

sv Kirchhoffs spanningslag 

131-15-11 

theoreme de reciprocite, m 

theoreme de theorie des circuits exprimant que, si une tension de source inseree dans une 
branche d'un reseau produit un courant dans une autre branche, I'insertion de la meme 
tension de source dans la seconde branche produit le meme courant dans la premiere 

NOTE - On peut enoncer un theoreme de reciprocite similaire en utilisant des courants de source. 

reciprocity theorem 

circuit-theory theorem stating that, if a source voltage in one branch of a network produces an 
electric current in a second branch, then the same source voltage acting in the second branch 
produces the same current in the first branch 

NOTE - A similar reciprocity theorem can be expressed using current sources. 

ar JjLoJt MjJii 

en KMbfem 

de Kopplungstheorem, n; Reziprozitatstheorem n 

es teorema de reciprocidad 

ja fBJx^S 

pi twierdzenie o wzajemnosci 

pt teorema de reciprocidade 

sv reciprocitetssatsen 
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131-15-12 

theoreme de superposition, m 

theoreme de theorie des circuits exprimant que le courant dans une branche quelconque d'un 
reseau electrique passif lineaire et la difference de potentiel entre deux noeuds quelconques 
d'un tel reseau, dus a 1'application simultanee d'un certain nombre de tensions de source ou 
de courants de source distribues d'une maniere quelconque, sont respectivement la somme 
algebrique des courants dans la branche et la somme algebrique des differences de potentiel 
entre les points consideres, qui resulteraient de 1'application separee de chaque tension ou 
courant de source 

superposition theorem 

circuit-theory theorem stating that the electric current in any branch of a passive linear 
electric network and the potential difference between any two points in such a network, 
resulting from the simultaneous application of a number of source voltages or source currents 
distributed in any manner whatsoever throughout the network, is the algebraic sum of the 
currents in that branch and the algebraic sum of the potential differences between those two 
points, that would be caused by the individual source voltages or currents acting separately 

ar ^tjilt *jjlai 

en *J!h£« 

de Uberlagerungstheorem, n 

es teorema de superposition 

ja Mtx^-io^rcD^M 

pi zasada superpozyeji 

pt teorema de sobreposicao 

sv superpositionssatsen 



131-15-13 

theoreme de Thevenin, m 

theoreme de theorie des circuits en regime sinusoidal, exprimant que le courant dans 
un bipole passif lineaire connecte a deux bornes quelconques d'un reseau lineaire est egal au 
quotient de la tension entre ces bornes avant la connexion par la somme de I'impedance 
du bipole et de I'impedance du reseau vue des deux bornes avant la connexion 

NOTE - On peut etendre le theoreme de Thevenin a un regime non sinusoidal. 

Thevenin theorem 

under sinusoidal conditions, circuit-theory theorem stating that the electric current in a 
passive linear two-terminal network connected to any two terminals of a linear network 
is equal to the voltage between the two terminals before the connection divided by the sum of 
the impedance of the two-terminal network and the impedance of the network seen from 
the two terminals before the connection 

NOTE - The Thevenin theorem can be generalized to non-sinusoidal conditions, 
ar /jxiii ij vJai 

en mm^'^m 

de Thevenin-Theorem, n; Theorem von Helmholtz, n 

es teorema de Thevenin 

ja "r-f-i-^fDH^m 

pi twierdzenie Thevenina 

pt teorema de Thevenin 

sv Thevenins teorem 



118 



IS 1885 (Part 57): 2008 
IEC 60050-131 :2002 

131-15-14 

theoreme de Norton, m 

theoreme de theorie des circuits en regime sinusoidal, exprimant que ta tension aux bornes 
d'un bipole passif lineaire connecte a deux bornes quelconques d'un reseau lineaire est egale 
au quotient du courant de court-circuit avant la connexion par la somme de I'admittance du 
bipole et de I'admittance du reseau vue des deux bornes avant la connexion 

NOTE - On peut etendre le theoreme de Norton a un regime non sinusoidal. 

Norton theorem 

under sinusoidal conditions, circuit-theory theorem stating that the voltage across a passive 
linear two-terminal network connected to any two terminals of a linear network is equal to the 
short-circuit current between the two terminals before the connection divided by the sum 
of the admittance of the two-terminal network and the admittance of the network seen from 
the two terminals before the connection 

NOTE - The Norton theorem can be generalized to non-sinusoidal conditions. 
ar O^jJ 1 Hjk* 

en mmfem 

de Norton-Theorem, n; Theorem von H.F. Mayer, n 

es teorema de Norton 

ja y— KvfelU 

pi twierdzenie Nortona 

pt teorema de Norton 

sv Nortons teorem 



131-15-15 

theoreme de compensation, m 

theoreme de theorie des circuits en regime sinusoidal, exprimant que, lorsque I'impedance 
d'une branche d'un reseau lineaire change de valeur, la variation du courant dans une 
branche quelconque est egale au courant qui serait produit dans cette branche par une 
tension de source inseree dans la branche modifiee, de valeur egale au produit du courant 
dans cette branche avant la variation d'impedance par la variation d'impedance 

NOTE - On peut etendre le theoreme de compensation a un regime non sinusoidal. 

compensation theorem 

under sinusoidal conditions, circuit-theory theorem stating that, when the value of the impedance 
of a branch of a passive linear network is changed, the electric current change in any branch 
is equal to the current that would be produced by a source voltage inserted in the modified 
branch, the value of which is the product of the current in this branch before the impedance is 
changed by the impedance change 

NOTE - The compensation theorem can be generalized to non-sinusoidal conditions. 

ar ^ iJ jLil\ ii^ki 

en #f£I 

de Kompensationstheorem, n 

es teorema de compensacion 

ja mm<Dfem 

pi zasada kompensacji 

pt teorema de compensacao 

sv kompensationssatsen 
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131-15-16 

theoreme de Tellegen, m 

theoreme de theorie des circuits exprimant que, pour deux reseaux ayant le meme nombre 
de branches et des interconnexions identiques, la somme algebrique, etendue a toutes les 
branches, des produits de la tension aux bornes d'une branche d'un des reseaux par 
le courant dans la branche homologue de I'autre reseau est nulle 

NOTE 1 - La polarite de chaque tension de branche dans le premier reseau par rapport au sens de 
reference du courant dans la branche homologue du second reseau doit etre choisie de facon uniforme 
pour I'ensemble des deux reseaux. 

NOTE 2 - Lorsque les deux reseaux represented les distributions des tensions et des courants dans le 
meme reseau au meme instant, le theoreme de Tellegen exprime la conservation de la puissance. 

Tellegen theorem 

circuit-theory theorem stating that, for two networks with the same number of branches and 
identical interconnections, the algebraic sum of the products, for all branches, of the voltage 
at the terminals of a branch of one network and the current in the corresponding branch of the 
other network is zero 

NOTE 1 - The polarity of each branch voltage in the first network relative to the reference direction of 
current in the corresponding branch of the second network has to be chosen uniformly throughout the 
two networks. 

NOTE 2 - When the two networks represent the voltage and current distributions in the same network 
at the same instant, Tellegen theorem expresses the conservation of power. 

ar jj -^ j 1 1- iijiLi 

en ftmmtkm. 

de Tellegen-Theorem, n 

es teorema de Tellegen 

ja fky^oftl 

pi twierdzenie Tellegena 

pt teorema de Tellegen 

sv Tellegens teorem 



131-15-17 

matrice des admittances nodales, f 

matrice exprimant les courants de branche arrivant aux noeuds d'un reseau en fonction des 
potentiels electriques des noeuds par rapport a un noeud de reference 

bus admittance matrix 
node admittance matrix 

matrix expressing the dependence of the branch currents towards the nodes on the node 
electric potentials relative to a reference node 

en n'm%mm&: v&%m&& 

de Knotenadmit.tanzmatrix, f 

es matriz de admitancias de nudo 

ja »jsr Fzfzsxfim 

pi macierz admitancyjna wezlowa 
pt matriz de admitancias nodais 
sv nodadmittansmatris 
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131-15-18 

matrice des impedances nodales, f 

inverse de la matrice des admittances nodales 

bus impedance matrix 
node impedance matrix 

reciprocal of the bus admittance matrix 



en nmmtx^M: v&mtn.mm 

de Knotenimpedanzmatrix, f 

es matriz de impedancias de nudo 

ja Sli^^fc^^xfT^J 

pi macierz impedancyjna weztowa 

pt matriz de impedancias nodais 

sv nodimpedansmatris 



131-15-19 

matrice des impedances de maille, f 

matrice exprimant les tensions aux bornes des branches des mailles en fonction des courants 
de maille 

mesh impedance matrix 

matrix expressing the dependence of the voltages at the terminals of the branches forming the 
meshes on the mesh currents 



ar 4JijLa_i> z5L±i_Ju 

en m*®mmtn.fcp$ 

de Maschenimpedanzmatrix, f 

es matriz de impedancias de ma I la 

ja fflBJ ^t°-¥^xft$\l 

pi macierz impedancyjna oczkowa 

pt matriz de impedancias de malha 

sv maskimpedansmatris 
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131-15-20 

fonction de transfert, f 
transmittance, f 

quotient de la grandeur complexe representant, en fonction de la frequence complexe, 
une grandeur fonction du temps a la sortie d'un biporte lineaire invariable dans le temps, par 
la grandeur complexe representant la grandeur d'entree correspondante, les deux grandeurs 
complexes etant definies de la meme maniere [702-07-27 MOD] 

NOTE - Les grandeurs complexes sont generalement les transformees de Laplace des grandeurs 
fonctions du temps. Dans ce cas, la fonction de transfert est la transformee de Laplace de la reponse 
impulsionnelle et on emploie en francais le terme « fonction de transfert isomorphe ». 

transfer function 

ratio of the complex quantity representing a time-varying quantity in terms of complex 
frequency at the output of a linear time-invariant two-port, to the complex quantity repre- 
senting the corresponding input quantity, the two complex quantities being defined in 
the same manner [702-07-27 MOD] 

NOTE -The complex quantities are generally the Laplace transforms of the time-varying quantities. 
In this case, the transfer function is the Laplace transform of the impulse response, and the term 
"fonction de transfert isomorphe" is used in French. 

ar JUiii iJtj 

en m®&&; &££» 

de Ubertragungsfunktion, f 

es funcion de transferencia; transmitancia 

ja &mm$k 

pi funkeja przejscia; transmitancja 
pt funcao de transferencia 
sv overforingsfunktion 



131-15-21 

reponse en frequence, f 
fonction de transfert isochrone, f 

fonction de transfert pour laquelle les grandeurs complexes sont les transformees de Fourier 
des grandeurs fonctions du temps [702-07-29 MOD] 

NOTE - La reponse en frequence est la transformee de Fourier de la reponse impulsionnelle. 

frequency response 

transfer function for which the complex quantities are the Fourier transforms of the time- 
varying quantities [702-07-29 MOD] 

NOTE - The frequency response is the Fourier transform of the impulse response. 

ar 3.I-;.-. ,,.vi jjjj 

en SE^nfajS 

de Frequenzantwort, f 

es respuesta en frecuencia 

ja ja$t#iE«: 

pi transmitancja izochroniczna 

pt resposta em frequencia 

sv frekvensfunktion 
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131-15-22 

reseau a dephasage minimal, m 

biporte dont la fonction de transfert a, pour un module donne et a toute frequence, la plus petite 
vaieur possible du dephasage, les dephasages etant exprimes par des valeurs positives 

NOTE - Pour un reseau a dephasage minimal a elements localises, la fonction de transfert exprimee 
en fonction de la frequence complexe n'a pas de zeros dans le demi-plan de droite. 

minimum-phase network 

two-port with a transfer function which, for a given modulus, has the smallest possible phase 
difference at every frequency, the phase differences being expressed with only positive 
values 

NOTE - A lumped-element minimum-phase network has a transfer function, expressed as a function of 
complex frequency, with no zeros in the right-half plane. 

ar jl>kVl ^Jjf rti.f. 

en A^ttftH** 

de Netzwerk minimaler Phase, n 

es red de desfase minimo 

ja ft/h&ffilURtt 

pi siec o minimalnym przesunieciu fazowym 

pt rede de fase-minima 

sv minifasnat 



131-15-23 

symb.: Z s 

impedance image, f 

pour un quadripole lineaire passif, chacune des impedances Z M et Z j2 telles que I'impedance 
d'entree a I'acces 1 est Z M lorsque I'impedance de fermeture de I'acces 2 est Z j2 et I'impe- 
dance d'entree de I'acces 2 est Z i2 lorsque I'impedance de fermeture de I'acces 1 est Z M 

image impedance 

for a linear passive two-terminai-pair network, each of the impedances Z M and Z j2 where the 
input impedance at port 1 is Z M when the terminating impedance of port 2 is Z j2 and the in- 
put impedance at port 2 is Z i2 when the terminating impedance of port 1 is Z n 

ar ijjj^a iijtjLo 

en &mm 

de Kernimpedanz, f 

es impedancia imagen 

ja it-Ot-y^^ 

pi impedancja falowa (czwornika); impedancja charakterystyczna (czwornika) 

pt impedancia imagem 

sv spegelimpedans 
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131-15-24 

symb.: Z k . Z it 
impedance iterative, f 

pour un quadripole lineaire passif, impedance de charge telle que I'impedance vue de I'acces 
d'entree lui est egale 

iterative impedance 

for a linear passive two-terminal-pair network, load impedance such that the impedance seen 
at the input port has the same value 

ar 5jjii-a iijLua 

en mmRik 

de Kettenimpedanz, f 

es impedancia iterativa 

ja Ktfi-f' vt'- ?i/x 

pi impedancja iterowana 

pt impedancia iterativa 

sv iterativ impedans 



131-15-25 

exposant de transfert sur images, m 

pour un quadripole lineaire passif ferme sur ses impedances images, demi-logarithme 
neperien du rapport du produit des phaseurs U, et 1^ representant la tension et le courant 
a I'entree au produit des phaseurs Uz et h, representant la tension et le courant a la sortie : 

1 In ^ 



2 U 2 Lz 
NOTE - La partie imaginaire du logarithme doit etre convenablement choisie. 

image transfer coefficient 

for a linear passive two-terminal-pair network terminated with its image impedances, half 
the natural logarithm of the product of the phasors Ut and /-i representing the voltage and the 
electric current at the input divided by the product of the phasors U2 and h representing 
the voltage and the current at the output: 



2 LL2L2 
NOTE - The imaginary part of the logarithm must be appropriately chosen. 

ar Sjjj^eJt JUul J-bLa-b 

en f*&fttt$|fc 

de KernubertragungsmaB. n 

es coeficiente de transferencia sobre imageries 

ja JBfcfcif&ft 

pi tamownosc (przy impedancji falowej) 

pt coeficiente de transferencia de imagens 

sv komplex spegetdampning 
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131-15-26 

affaiblissement sur images, m 

partie reelle de I'exposant de transfert sur images 

image attenuation 

real part of the image transfer coefficient 



ar 
en 
de 
es 

ja 
pl 
Pt 
sv 



Kerndampfungskoeffizient, m 
atenuacion sobre imageries 



tlumienosc (przy impedancji falowej) 
atenuacao de imagens 
spegeldampning 



131-15-27 

dephasage sur images, m 

partie imaginaire de I'exposant de transfert sur images . 

image phase change 

imaginary part of the image transfer coefficient 

en f&«*fH4$ffc* 

de Kernphasenkoeffizient, m 

es desfase sobre imageries 

ja semtLmmk 

pi przesuwnosc (przy impedancji falowej); przesuniecie fazowe (przy impedancji falowej) 
pt desfasagem de imagens 
sv spegelfasvridning 
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131-15-28 

symb.: Z , Z c 

impedance caracteristique, f 

pour une ligne de transmission uniforme, impedance de charge pour laquelle I'impedance 
d'entree est egale a I'impedance de charge 

NOTE 1 - Pour un biporte symetrique, le terme peut s'appliquer a la valeur commune des deux 
impedances images et des deux impedances iteratives. 

NOTE 2 - Une autre definition est donnee dans la CEI 60050-726 et le terme a un autre sens pour 
I'espace libre dans la CEI 60050-705. 

characteristic impedance 

for a uniform transmission line, load impedance for which the input impedance is equal to the 
load impedance 

NOTE 1 - For a symmetrical two-port network, this term may be applied to denote the common value 
assumed by the two image impedances and the two iterative impedances. 

NOTE 2 - Another definition is given in IEC 60050-726 and the term has another meaning for free 
space in IEC 60050-705. 

ar tjinnM ^ijl»-JI 

en ft&misi 

tie Wellenimpedanz, f 

es impedancia caracteristica 

ja ¥f&-<(>K°-y>x 

pi impedancja charakterystyczna (linii przesytowej); impedancja falowa (linii przesytowej) 

pt impedancia caracteristica 

sv karakteristisk impedans 



131-15-29 

facteur d'insertion, m 

pour un quadripole insere entre une source de tension ou de courant sinusoi'dale donnee et 
une charge donnee, rapport du phaseur representant la tension ou le courant relatif a la 
charge supposee connectee directement a la source, au phaseur representant la tension ou 
le courant relatif a la charge lorsqu'elle est connectee a la source par I'intermediaire 
du quadripole 

NOTE - II faut specifier si Ton choisit une source de tension ou de courant et si Ton choisit la tension 
ou le courant relatif a la charge. 

insertion transfer function 

for a two-terminal-pair network inserted between a given sinusoidal voltage or current source 
and a given load, ratio of the phasor representing the voltage or electric current at the load 
when connected directly to the source, to the phasor representing the voltage or current at the 
load when connected to the source through the network 

NOTE - It must be specified whether a voltage or current source has been chosen and whether a 
voltage or current has been chosen at the load. 

ar JLi.jVI JUul iitj 

en SAft^ftSj If AfSi£&S 

de Einfugungs-Ubertragungsfunktion, f 

es factor de insercion; funcion de transferencia de insercion 

ja ffAfeliS 

pi transmitrancja wtrqeeniowa 

pt factor de insercao 

sv inlankningsfunktion 
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131-15-30 

affaiblissement d'insertion, tn 

partie reelle du logarithme neperien du facteur d'insertion 

NOTE - En francais, le terme « affaiblissement d'insertion » designe aussi un rapport de puissances, 
defini dans les CEI 60050-702 et CEI 60050-731, en anglais « insertion loss ». 

insertion attenuation 

real part of the natural logarithm of the insertion transfer function 

NOTE - In French, the term "affaiblissement d'insertion" is also used for a power ratio, defined in 
IEC 60050-702 and IEC 60050-731, in English "insertion loss". 

ar JLa-jVI &*j3 

en StA$f$ 

de Einfiigungs-Dampfungskoeffizient, m 

es atenuacion de insercion 

ja WAMM 

pi ttumiennosc wtrqeeniowa 

pt atenuagao de insercao 

sv inlankningsdampning 

131-15-31 

dephasage d'insertion, m 

partie imaginaire du logarithme neperien du facteur d'insertion 

insertion phase change 

imaginary part of the natural logarithm of the insertion transfer function 

ar *Jj>k JLi.j[ j±ju 

en tSAffiftM 

de Einfugungs-Phasenkoeffizient, m 

es desfase de insercion 

ja wMimmt 

pi przesuwnosc wtra^ceniowa; przesuniecie fazowe wtra_ceniowe 
pt desfasagem de insercao 
sv inlankningsfasvridning 
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131-15-32 

symb.: r_ l 

facteur de reflexion complexe du courant, m 

coefficient de reflexion complexe du courant (deconseille), m 

rapport du phaseur representant le courant reflechi au phaseur representant le courant 
incident a un acces d'un reseau electrique ou en un point proche d'une discontinuiie d'une 
ligne de transmission 

NOTE 1 ~ Si on peut definir des impedances, le facteur de reflexion complexe du courant est egal a 

Z-Z 

'-I = 

z+z 

ou Z est I'impedance caracteristique de la ligne avant la discontinuite ou I'impedance de la source, et Z' 
est I'impedance apres la discontinuite ou I'impedance de la charge vue de I'acces commun a la source 
et a la charge. 

NOTE 2 - Dans un contexte approprie, on peut abreger le terme « facteur de reflexion complexe du 
courant » par omission de I'adjectif « complexe ». 

complex current reflection factor 

complex current reflection coefficient (deprecated) 

ratio of the phasor representing the reflected electric current to the phasor representing the 
incident current at a port of an electric network or close to a discontinuity in a transmission 
line 

NOTE 1 - When impedances can be defined, the complex current reflection factor equals: 

z-z 

] -l = 

Z + Z 

where Z is the characteristic impedance of the transmission line ahead of the discontinuity or the 
impedance of the source, and Z' is the impedance after the discontinuity or the load impedance seen 
from the junction between the source and the load. 

NOTE 2 -The term "complex current reflection factor" may be shortened by omitting the qualifier 
"complex" in an appropriate context. 

ar ^lSjjJI jLlLI ^KjuYI J^L^ 

en itHfesitHtfc: U "ti <k '2 W £ ft ( fliJU > 

de komplexer Stromreflexionsfaktor, m 

es factor de reflexion complejo de la corriente 

ja mM-mmRMmm 

pi odbicie pra^dowe wzgledne (zespolone); wspotczynnik odbicia dla pradu (zespolony) 
pt factor de reflexao complexa da corrente 
sv reflexionsfaktor for strom 
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131-15-33 

symb.: r, r (! 

facteur de reflexion complexe en tension, m 

coefficient de reflexion complexe en tension (deconseille), m 

rapport du phaseur representant la tension reflechie au phaseur representant la tension 
incidente a un acces d'un reseau electrique ou en un point proche d'une discontinuite d'une 
ligne de transmission 

NOTE 1 - A un acces d'un reseau electrique, le facteur de reflexion complexe en tension est par 
convention I'oppose du facteur de reflexion complexe du courant. 

NOTE 2 - Si on peut definir des impedances, le facteur de reflexion complexe en tension est egal a 
Z-Z 

z + z 

ou Z est I'impedance caracteristique de la ligne avant la discontinuite ou I'impedance de la source, et Z' 
est I'impedance apres la discontinuite ou I'impedance de la charge vue de I'acces commun a la source 
et a la charge. 

NOTE 3 - Dans un contexte approprie, on peut abreger le terme « facteur de reflexion complexe en 
tension » par omission de « complexe », de « en tension », ou des deux. 

complex voltage reflection factor 
complex tension reflection factoj 

complex reflection coefficient (deprecated) 

ratio of the phasor representing the reflected voltage to the phasor representing the incident 
voltage at a port of an electric network or close to a discontinuity in a transmission line 

NOTE 1 - At a port of an electric network, the complex voltage reflection factor is by convention the 
negative of the complex current reflection factor 

NOTE 2 - When impedances can be defined, the complex voltage reflection factor equals: 
Z-Z 



z + z 

where Z is the characteristic impedance of the transmission line ahead of the discontinuity or the 
impedance of the source, and Z' is the impedance after the discontinuity or the load impedance seen 
from the junction between the source and the load. 

NOTE 3 - The terms "complex voltage reflection factor" and "complex tension reflection factor" may be 
shortened by omitting "complex" and/or "voltage" or "tension" in an appropriate context. 

ar ■ .'^ j - ' j f (_>utiajl *Jtju>; i±^_^o ijJoli 1 _ t ul^» j t J^Lu 

en gfcJE&ifrHft: U'ZWSfi< ililtJ ) 

de komplexer Spannungsreflexionsfaktor, m 

es factor de reflexion complejo de la tension 

ja K3it1tr£fxM$t 

pi odbicie napieciowe wzgledne (zespolone); wspotczynnik odbicia dla napiecia (zespolony) 

pt factor de reflexao complexa da tensao 

sv reflexionsfaktor for spanning 
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131-15-34 

affaiblissement de reflexion (1), m 
facteur d'affaiblissement de reflexion, m 

rapport de la puissance apparente qui serait fournie par une source donnee a une charge 
telle que le facteur de reflexion a leur acces commun soit nul, a la puissance apparente 
fournie par la meme source a une charge donnee directement connectee [702-07-15 MOD] 

NOTE - Lorsque le rapport est inferieur a un, on utilise I'inverse, appele « gain de reflexion ». 

reflection loss factor 

ratio of the apparent power that a specified source would deliver to a load with zero reflection 
factor at its interface with the source, to the apparent power delivered by the same source to 
a directly connected given load [702-07-15 MOD] 

NOTE - When the ratio is less than one, the term "reflection gain factor" is used for the reciprocal 
value. 

ar ^utSjLil ais Jxl*ja 
en &Mf£0& 

de StoRdampfungsfaktor m 

es atenuacion de reflexion (1); factor de atenuacion de reflexion 

ja gl-tl^t 

pi tiumiennosc odbiciowa stosunkowa 

pt factor de atenuacao de reflexao 

sv reflexionsdampningsfaktor 



131-15-35 

affaiblissement de reflexion (2), m 
affaiblissement logarithmique de reflexion, m 

logarithme de I'affaiblissement de reflexion (131-15-34) 

NOTE 1 - L'affaiblissement de reflexion est generalement exprime en decibels. 

NOTE 2 - Lorsque I'affaiblissement de reflexion est negatif, on utilise I'oppose, appele « gain de 
reflexion ». 

reflection loss 

logarithm of the reflection loss factor (131-15-34) 

NOTE 1 - The reflection loss is generally expressed in decibels. 

NOTE 2 - When the reflection loss is negative, the term "reflection gain" is used for the opposite value. 

ar ^KajVI jii 

en fcttmm 

de StoBdampfungsmaR, n 

es atenuacion de reflexion (2); atenuacion logaritmica de reflexion 

ja KWS 

pi ttumiennosc odbiciowa logarytmiczna 

pt atenuacao logaritmica de reflexao 

sv reflexionsdampning 
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131-15-36 

gain de reflexion (1), m 
facteur de gain de reflexion, m 

inverse de I'affaiblissement de reflexion (131-15-34) 

reflection gain factor 

reciprocal of the reflection loss factor (131-15-34) 

en fcM^&mn 

de Stoliverstarkungsfaktor, m 

es ganancia de reflexion (1); factor de ganancia de reflexion 

ja &W*iJ#^£Sc 

pi wzmocnienie odbiciowe stosunkowe 

pt factor de ganho de reflexao 

sv reflexionsforstarkningsfaktor 



131-15-37 

gain de reflexion (2), m 

gain logarithmique de reflexion, m 

logarithme du gain de reflexion (131-15-36) 

NOTE - Le gain de reflexion est generalement exprime en decibels. 

reflection gain 

logarithm of the reflection gain factor (131-15-36) 

NOTE - The reflection gain is generally expressed in decibels. 

ar (^ISLxiV! a^ 

en £<tf±t£ 

de StoBverstarkungsmaB, n 

es ganancia de reflexion (2); ganancia logaritmica de reflexion 

ja Rmm 

pi wzmocnienie odbiciowe logarytmiczne 
pt ganho logaritmico de reflexao (1) 
sv reflexionsforstarkning 

131-15-38 

filtre ideal, m 

biporte dont le module de la fonction de transfert est egal a un dans une ou plusieurs bandes 
de frequences et egal a zero a toutes les autres frequences 

NOTE - Le terme « bande de frequences » est defini dans les CEI 60050-101 et CEI 60050-702 

ideal filter 

two-port network for which the modulus of the transfer function is equal to one within one or 
more frequency bands, and equal to zero at all other frequencies 

NOTE - Frequency band is defined in IEC 60050-101 and IEC 60050-702. 



ar 


^li-. £^i_>- 


en 


MMfS 


de 


ideales Filter, n 


es 


filtro ideal 


ja 


m&7 4jv9 


Pi 


filtr idealny 


Pt 


filtro ideal 


sv 


idealt filter 
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131-15-39 

demi-cellule en L a A constant, f 

reseau reactif en L utilise comme constituant de base pour la synthese de filtres en echelle et 
caracterise par le fait que le produit des impedances des deux branches est egal au carre 
d'une constante K ayant la dimension d'une resistance 

prototype L-section filter 

reactive L-network used as a basic unit in the synthesis of ladder filters and such that the 
product of the impedances of the two branches equals the square of a constant K having 
the dimension of a resistance 

ar L «-j-ijjJ iJm j'j-la 

en SSLUtf** 

de L-Abschnittsfilter-Prototyp, m 

es seccion en L de A constante; celda en L de K constante 

ja -fv \-94-7\M7 4 )V9 

pi ogniwo podstawowe typu L filtru typu K 

pt semi-seccao em L de A constante 

sv L-fiiterprototyp 



131-15-40 

demi-cellule en L derivee en m, f 

reseau reactif en L obtenu a partir d'une demi-cellule en L a K constant de sorte que les 
bandes affaiblies et passantes soient les memes et qu'une, et une seule, des impedances 
images reste la meme et orientee de la meme maniere 

NOTE - Sort I'impedance de la branche longitudinale est multipliee par m, soit I'impedance de 
la branche transversale est divisee par m. 

m-derived L-section filter 

reactive L-network derived from a prototype L-section filter in such a way that the pass- 
band(s) and stop-band(s) are the same and that one and only one image impedance is left 
unchanged with the same direction 

NOTE - Either the impedance of the series branch is multiplied by m, or the impedance of the shunt 
branch is divided by m. 

cn mi^SLUftaS 

de L-Abschnittsfilter, abgeleitetet nach m, n 

es seccion en L derivada en m; celda en L derivada en m 

ja mWM-\-J&7 4 >^ 5 

pi ogniwo podstawowe typu L z m-krotna korekta, 

pt semi-secgao em L derivada em m 

sv wi-deriverad L-lank 
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131-15-41 

filtre de bandes, m 

quadripole reactif utilise comme filtre et dont I'affaiblissement sur images est nul dans une ou 
plusieurs bandes de frequences et plus grand que zero dans les autres bandes 

image-parameter filter 

reactive two-terminal-pair network used as a fin for which the image attenuation factor is 
zero in one or more specified frequency bands and greater than zero in the other frequency 
bands 

ar iijj^a jJLaljb tuaji 

cn f${ft#ftttiftS 

de Kernparameter-Filter. n 

es filtro de parametro imagen 

ja &@LS<7t— 5>-7j)V*? 

pi filtr pasmowy 

pt filtro de parametro de imagens 

sv spegelparameterfilter 

131-15-42 

filtre a K constant, m 

filtre de bandes en echelle constitue par la connexion en cascade d'un certain nombre de 
demi-cellules en L a K constant identiques, disposees de facon que chaque paire de demi- 
cellules forme soit une cellule en T, soit une cellule en n 

constant K filter 

image-parameter filter comprising a cascade connection of a number of identical prototype 
L-section filters so arranged that each adjacent pair of L-sections together form either a T-net- 
work or a n-network 

cn %.Kmkm% 

de K-Filter, n 

es filtro de K constante 

ja feKj&7j/]sj> 

pi filtr typu K 

pt filtro de K constante 

sv konstant-k-filter 



131-15-43 

filtre a affaiblissement d'insertion determine, m 

quadripole reactif utilise comme filtre et dont I'affaiblissement d'insertion pour des impe- 
dances de fermeture a parties imaginaires nulles est une fonction specifiee de la frequence 

insertion parameter filter 

reactive two-terminal-pair network used as a filter for which the insertion attenuation for 
termination impedances with zero imaginary parts is a specified function of frequency 

cn ffiA#M« 

de Einfiigungs-Parameterfilter, n 

es filtro con atenuacion de insercion determinada 

ja j$A^7^-^7>f/u^ 

pi filtr o okreslonej ttumiennosci wtr^ceniowej 

pt filtro de parametro de insercao 
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131-15-44 

filtre RC actif, m 

filtre compose seulement de resistances ideates, de capacites ideales et d'elements actifs 
lineaires 

active RC filter 

filter consisting only of ideal resistors, ideal capacitors and linear active elements 

ar Juii RC p-ilij-a 

en *r«RC««S 

de aktives RC-Filter, n 

es filtro RC activo 

ja h6®jRC7^/U^ 

pi filtr aktywny RC 

pt filtro RC activo 

sv aktivt RC-filter 



131-15-45 

filtre a capacites commutees, m 

filtre derive d'un filtre RC actif dans lequel les resistances ideales sont remplacees par des 
circuits electriques composes de capacites ideales et de commutateurs periodiques 

NOTE - Une resistance simulee est generalement fonction du rapport de deux capacites car on 
maitrise mieux ce rapport que les valeurs de capacites elles-memes dans un circuit integre. 

switched capacitor filter 

filter derived from an active RC filter in which ideal resistors are replaced by electric circuits 
made up of ideal capacitors and periodic switches 

NOTE - A simulated resistance is generally a function of the ratio of two capacitances because this 
ratio is better controlled in an integrated circuit than the capacitances themselves. 

ar Ji h-ijjj ,J !«■»> ^ulttiS n rt-Lujjit 

en K£k®&m% 

de Filter mit geschalteten Kondensatoren, n 

es filtro de condensadores conmutados 

ja x 4 ~y "?■ is ? *c t '< is # y 4 fr ? 

pi fiitr o pojemnosciach przeta.czalnych 

pt filtro de capacidades comutadas 

sv switchat kondensatorfilter 
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LISTE DES SYMBOLES 
LIST OF SYMBOLS 



Symb. 


Nom 


Name 


N° / Item 


A 


matrice de chame 


chain matrix 


131-14-31 


B 


susceptance 


susceptance 


131-12-54 


B 


matrice de chaTne inverse 


reverse chain matrix 


131-14-32 


C 


capacite 


capacitance 


131-12-13 


Q 


capacite differentielle 


differential capacitance 


131-12-14 


c 


matrice des capacites 


capacitance matrix 


131-12-32 


G 


conductance 


conductance 


131-12-06 
131-12-53 


G, 


conductance differentielle 


differential conductance 


131-12-07 


H 


matrice H 


//-matrix 


131-14-29 


h 


courant de source 


source current 


131-12-24 


K 


matrice K 


A>matrtx 


131-14-30 


h 


facteur de couplage inductif 


inductive coupling factor 


131-12-41 


L 


inductance 


inductance 


131-12-19 


h 


inductance differentielle 


differential inductance 


131-12-20 


L„ 


inductance propre 


self-inductance 


131-12-35 


h 


inductance mutuelle 


mutual inductance 


131-12-36 


L 


matrice des inductances 


inductance matrix 


131-12-34 


M 


variable de repartition incidente 


incident scattering variable 


131-14-33 


K 


variable de repartition sortante 


output scattering variable 


131-14-34 


P 


puissance instantanee 


instantaneous power 


131-11-30 
131-11-31 


P 


puissance active 


active power 


131-11-42 


Q 


puissance reactive 


reactive power 


131-11-44 


Q 


puissance non active 


non-active power 


131-11-43 


Li 


facteur de reflexion complexe 
du courant 


complex current reflection factor 


131-15-32 


C> Lv 


facteur de reflexion complexe 
en tension 


complex voltage) reflection factor 


131-15-33 


R 


resistance 


resistance 


131-12-04 
131-12-45 


*6 


resistance differentielle 


differential resistance 


131-12-05 


*m 


reluctance 


reluctance 


131-12-28 


s 


puissance apparente 


apparent power 


131-11-41 


s 


matrice de repartition 


scattering matrix 


131-14-35 
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LISTE DES SYMBOLES (suite) 
LIST OF SYMBOLS (continued) 



Symb. 



T 



var 



Y 



Y 



II 



Lz 



Z.o- Z c 



h 



£.2 



h 



Zk- Zit 







I 



A. 



A 



A 



A, 



A; 



A 



[ a;7 



Nom 



puissance complexe 



puissance complexe alternative 



facteur de repartition 



matrice de chame d'onde 
tension de source 



var 



reactance 



admittance apparente 



matrice d'admittance 



admittance 



admittance d'entree 



admittance de sortie 



impedance apparente 



matrice d'im pedance 
impedance 



impedance caracteristique 



impedance d'entree 



impedance de sortie 



impedance image 



impedance iterative 



angle de perte 



angle d'impedance 



facteur de puissance 



facteur de puissance non active 



permeance 



matrice des permeances 



permeance propre 



permeance mutuelle 



<P 



permeance de fuite 



facteur de dispersion inductive 
dephasage tension-courant 



Name 



complex power 



complex alternative power 
scattering parameter 



wave chain matrix 



source tension 



N° / Item 



131-11-39 



131-11-40 



131-14-36 



131-14-38 



131-12-22 



var 



reactance 



apparent admittance 



admittance matrix 



admittance 



input admittance 



output admittance 



apparent impedance 



impedance matrix 



impedance 



characteristic impedance 



input impedance 



output impedance 



image impedance 



iterative impedance 



loss angle 



impedance angle 



power factor 



non-active power factor 



permeance 



permeance matrix 



self-permeance 



mutual permeance 



leakage permeance 



inductive leakage factor 



displacement angle 



131-11-45 



131-12-46 



131-12-52 



131-14-25 



131-12-51 



131-14-09 



131-14-12 



131-14-24 



131-12-43 



131-15-28 



131-14-08 



131-14-11 



131-15-23 



131-15-24 



131-12-49 



131-12-50 



131-11-46 



131-11-47 



131-12-29 



131-12-37 



131-12-38 



131-12-39 



131-12-40 



131-12-42 



131-11-48 
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A 
absorbed 

instantaneous absorbed power 131-11-32 

active 

active 131-11-38 

active current 131-11-51 

active factor 131-11-49 

active power 131-11-42 

active RC filter 131-15-44 

adjacency 

adjacency matrix 131-13-20 

admittance 

admittance 131-12-51 

admittance matrix 131-14-25 

apparent admittance 131-12-52 

bus admittance matrix 131-15-17 

forward transfer admittance 131-14-15 

input admittance 131-14-09 

load admittance 131-14-06 

node admittance matrix 131-15-17 

output admittance 131-14-12 

reverse transfer admittance 131-14-16 

terminating admittance 131-14-03 

transfer admittance 131-14-15 

alternating 

alternating current 131-11-24 

alternating power 131-11-40 

alternating tension 131-11-25 

alternating voltage 131-11-25 

complex alternating power 131-11-40 

amplifier 

ideal amplifier 131-12-81 

amplitude 

amplitude transmission factor 131-14-37 

analysis 

network analysis 131-15-01 

angle 

displacement angle 131-11-48 

impedance angle 131-12-50 

loss angle 131-12-49 

phase difference angle 131-11-48 

apparent 

apparent admittance 131-12-52 

apparent impedance 131-12-44 

apparent power 131-11-41 

complex apparent power 131-11-39 

asymmetric 

asymmetric 131-11-21 

asymmetric two-port network 131-12-71 

attenuation 

image attenuation 131-15-26 

insertion attenuation 131-15-30 

attenuator 

ideal attenuator 131-12-80 



B 

balanced 

balanced two-terminal-pair network 131-12-69 

branch 

branch 131-13-06 

branch-mesh incidence matrix 131-13-22 

branch-node incidence matrix 131-13-21 

bridge 

bridge network 131-13-27 

bridged 

bridged-T network 131-13-28 

bus 

bus admittance matrix 131-15-17 

bus impedance matrix 131-15-18 

C 

capacitance 

capacitance 131-12-13 

capacitance matrix 131-12-32 

differential capacitance 131-12-14 

capacitive 

capacitive coupling 131-12-31 

capacitive current 131-11-55 

capacitive ^-terminal element 131-12-09 

capacitive reactance 131-12-48 

capacitive susceptance 131-12-56 

capacitive two-terminal element 131-12-10 

capacitor 

ideal capacitor 131-12-12 

switched capacitor filter 131-15-45 

cascade 

cascade connection 131-12-77 

chain 

chain matrix 131-14-31 

reverse chain matrix 131-14-32 

wave chain matrix 131-14-38 

change 

image phase change 131-15-27 

insertion phase change 131-15-31 

characteristic 

characteristic impedance 131-15-28 

charge 
electric charge 

(of a capacitive element) 131-12-11 

circuit 

circuit 131-11-06 

circuit element 131-11-03 

circuit theory 131-11-02 

dosed circuit 131-12-72 

electric circuit 131-11-07 

electric circuit element.... 131-11-04 

electric circuit model 131-15-06 

equivalent electric circuit 131-15-07 

magnetic circuit 131-11-08" 
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magnetic circuit element 131-11-05* 

^-terminal circuit 131-1 1-14 

^-terminal circuit element 131-11-13 

open circuit 131-12-73 

parallel-resonant circuit 131-12-85 

series-resonant circuit 131-12-84 

short-circuit, qualifier 131-14-21 

two-terminal circuit 131-11-15 

circuited 

short-circuited 131-14-20 

closed 

closed circuit 131-12-72 

CO 

co-tree 131-13-14 

coefficient 
complex current reflection coefficient 

(deprecated) 131-15-32 

complex reflection coefficient 

(deprecated) 131-15-33 

image transfer coefficient 131-15-25 

scattering coefficient 131-14-36 

compensation 

compensation theorem 131-15-15 

complex 

complex alternating power 131-11-40 

complex apparent power 131-11-39 

complex current reflection coefficient 

(deprecated) 131-15-32 

complex current reflection factor 131-15-32 

complex power 131-11-39 

complex reflection coefficient 

(deprecated) 131-15-33 

complex tension reflection factor 131-15-33 

complex voltage reflection factor 131-15-33 

conditions 

periodic conditions 131-11-27 

sinusoidal conditions 131-11 -28 

conductance 

conductance (1) 131-12-06 

conductance (2) 131-12-53 

differential conductance 131-12-07 

connected 

connected network 131-13-10 

connection 

cascade connection 131-12-77 

connection 131-12-74 

parallel connection 131-12-76 

series connection 131-12-75 

constant 

constant K filter 131-15-42 

controlled 

controlled source 131-12-26 

converter 

ideal impedance converter 131-12-82 

negative impedance converter 131-12-83 



coupling 

capacitive coupling 131-12-31 

coupling (in circuit theory) 131-12-30 

inductive coupling 131-12-33 

inductive coupling factor 131-12-41 

current 

active current 131-11-51 

alternating current 131-11-24 

capacitive current 131-11-55 

complex current reflection coefficient 

(deprecated) 131-15-32 

complex current reflection factor 131-15-32 

direct current 131-11-22 

direction of electric current 131-11-29 

ideal current source 131-12-23 

inductive current 131-11-54 

Kirchhoff current law 131-15-09 

mesh current 131-13-17 

non-active current 131-11-52 

reactive current 131-11-53 

source current 131-12-24 

cut-set 

cut-set 131-13-19 

cut-set method 131-15-04 

D 
difference 

phase difference angle 131-11-48 

differential 

differential capacitance 131-12-14 

differential conductance 131-12-07 

differential inductance 131-12-20 

differential resistance 131-12-05 

diode 

ideal diode 131-12-08 

direct 

direct current 131-11-22 

direct tension 131-11-23 

direct voltage 131-11-23 

direction 

direction of electric current 131-11-29 

displacement 

displacement angle 131-11-48 

dissipative 

dissipative 131-11-35 

distributed 

distributed 131-11-10 

driving-point 

driving-point immittance 131-14-07 

E 

electric 

direction of electric current 131-11-29 

electric charge 

(of a capacitive element) 131-12-11 
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electric circuit 131-11-07 

electric circuit element 131-11-04 

electric circuit model 131-15-06 

electric network 131-11-07 

equivalent electric circuit 131-15-07 

electromotive 

electromotive force (obsolete) 131-12-22 

element 

capacitive ^-terminal element 131-12-09 

capacitive two-terminal element 131-12-10 

circuit element 131-11-03 

electric circuit element 131-11-04 

inductive ^-terminal element 131-12-15 

inductive two-terminal element 131-12-16 

magnetic circuit element 131-11-05 

tt-terminal circuit element 131-11-13 

reluctant element 131-12-27 

resistive ^-terminal element 131-12-01 

resistive two-terminal element 131-12-02 

two-terminal element 131-11-16 

equivalent 

equivalent electric circuit 131-15-07 

F 

factor 

active factor 131-11-49 

amplitude transmission factor 131-14-37 

complex current reflection factor 131-15-32 

complex tension reflection factor 131-15-33 

complex voltage reflection factor 131-15-33 

inductive coupling factor * 131-12-41 

inductive leakage factor 131-12-42 

non-active powerfactor 131-11-47 

power factor "... 131-11-46 

reactive factor 131-11-50 

reflection gain factor 131-15-36 

reflection loss factor 131-15-34 

wave transfer factor 131-14-37 

filter 

active RC filter 131-15-44 

constant K filter 131-15-42 

ideal filter 131-15-38 

image-parameter filter 131-15-41 

insertion parameter filter 131-15-43 

w-derived L -section filter 131-15-40 

prototype L-section filter 131-15-39 

switched capacitor filter 131-15-45 

flux 

linked flux (of an inductive element) 131-12-17 

force 

electromotive force (obsolete) 131-12-22 

forward 

forward transfer admittance 131-14-15 

forward transfer impedance 131-14-13 

forward transfer ratio 131-14-18 
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frequency 

frequency response 131-15-21 

function 

insertion transfer function 131-15-29 

transfer function 131-15-20 

G 

gain 

reflection gain 131-15-37 

reflection gain factor 131-15-36 

r 

r-network 131-13-23 

mirror r-network 131-13-24 

graph 

graph (of a network) 131-13-09 

planargraph 131-13-18 

gyrator 

ideal gyrator 131-12-79 

H 

H 

//-matrix 131-14-29 

I 

ideal 

idea! amplifier 131-12-81 

ideal attenuator 131-12-80 

ideal capacitor 131-12-12 

ideal current source 131-12-23 

ideai diode 131-12-08 

ideal filter 131-15-38 

ideal gyrator 131-12-79 

ideal impedance convertor 131-12-82 

ideal inductor 131-12-18 

ideal resistor 131-12-03 

ideal tension source 131-12-21 

ideal transformer 131-12-78 

ideal voltage source 131-12-21 

image 

image attenuation 131-15-26 

image impedance..... 131-15-23 

image phase change 131-15-27 

image transfer coefficient 131-15-25 

image-parameter 

image-parameter filter 131-15-41 

immittance 

driving-point immittance 131-14-07 

immittance 131-12-57 

immittance matrix 131-14-26 

input immittance 131-14-07 

load immittance 131-14-04 

output immittance 131-14-10 

terminating immittance 131-14-01 

transfer immittance 131-14-17 
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impedance 

apparent impedance 131 

bus impedance matrix 131 

characteristic impedance 131- 

forward transfer impedance 131- 

ideal impedance convertor 131- 

image impedance 131- 

impedance 131- 

impedance angle 131- 

impedance matrix 131- 

input impedance 131- 

iterattve impedance 131- 

load impedance 131- 

mesh impedance matrix 131- 

negative impedance convertor 131- 

node impedance matrix 131- 

output impedance 131- 

reverse transfer impedance 131- 

terminating impedance 131- 

transfer impedance 131- 

incidence 

branch-mesh incidence matrix 131- 

branch-node incidence matrix 131- 

incident 

incident scattering variable 1 31 - 

incident wave quantity 131- 

independent 

independent source 131- 

time-independent 131- 

inductance 

differential inductance 131- 

inductance 131- 

inductance matrix 131- 

mutual inductance 131 

inductive 

inductive coupling 131 

inductive coupling factor 131- 

inductive current 131 

inductive leakage factor 131 

inductive /?-terminal element 131 

inductive reactance 131 

inductive susceptance 131 

inductive two-terminal element 131 

inductor 

ideal inductor 131 

input 

input admittance 131 

input immittance 131 

input impedance 131 

input port 131 

input terminal 131 

insertion 

insertion attenuation 131 

insertion parameter filter 131 

insertion phasechange 131 

insertion transfer function 131 



12-44 
15-18 
15-28 
14-13 
12-82 
15-23 
12-43 
12-50 
14-24 
14-08 
15-24 
14-05 
15-19 
12-83 
15-18 
14-11 
14-14 
14-02 
14-13 

13-22 
13-21 

14-33 
14-33 

12-25 

11-17 

12-20 
12-19 
12-34 
12-36 

12-33 
12-41 
11-54 
12-42 
12-15 
■12-47 
12-55 
•12-16 

■12-18 

•14-09 
■14-07 
-14-08 
-12-61 
■12-58 

-15-30 
-15-43 
-15-31 
-15-29 
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instantaneous 

instantaneous absorbed power 131-11-32 

instantaneous power 

(for a two-terminal circuit) 131-1 1-30 

instantaneous power 

(for an n-terminal circuit) 131-11-31 

instantaneous supplied power 131-11-33 

integral 
integral quantity 

(in electromagnetism) 131-11-01 

iterative 

iterative impedance 131-15-24 

K 
K 

constant A: filter 131-15-42 

/C-matrix 131-14-30 

Kirchhoff 

Kirchhoff current law 131-15-09 

Kirchhoff law for meshes 131-15-10 

Kirchhoff law for nodes 131-15-09 

Kirchhoff tension law 131-15-1Q. 

Kirchhoff voltage law 131-15-10 

L 

L 

L-network 131-13-23 

mirror L-network 131-13-24 

ladder 

ladder network 131-13-29 

lattice 

lattice network 131-13-27 

law 

Kirchhoff current law 131-15-09 

Kirchhoff law for meshes 131-15-10 

Kirchhoff law for nodes 131-15-09 

Kirchhoff tension law 131-15-10 

Kirchhoff voltage law 131-15-10 

Ohm law 131-15-08 

Ohm's law 131-15-08 

leakage 

inductive leakage factor 131-12-42 

leakage permeance 131-12-40 

line 

transmission line 131-12-86 

uniform transmission line 131-12-87 

linear 

linear 131-11-18 

link 

link (in network topology) 131-13-15 

linked 

linked flux (of an inductive element) .... 131-12-17 

load 

load admittance 131-14-06 

load immittance 131-14-04 

load impedance 131-14-05 



loop 

loop 131-13-12 

loss 

loss angle 131-12-49 

reflection loss 131-15-35 

reflection loss factor 131-15-34 

L-section 

w-derived L-section filter 131-15-40 

prototype L-section filter 131-15-39 

lumped 

lumped 131-11-09 

M 
magnetic 

magnetic circuit 131-11-08 

magnetic circuit element 131-11-05 

matrix 

adjacency matrix 131-13-20 

admittance matrix 131-14-25 

branch-mesh incidence matrix 131-13-22 

branch-node incidence matrix 131-13-21 

bus admittance matrix 131-15-17 

bus impedance matrix 131-15-18 

capacitance matrix 131-12-32 

chain matrix 131-14-31 

immittance matrix 131-14-26 

impedance matrix 131-14-24 

inductance matrix 131-12-34 

mesh impedance matrix 131-15-19 

node admittance matrix 131-15-17 

node impedance matrix 131-15-18 

permeance matrix 131-12-37 

reverse chain matrix 131-14-32 

scattering matrix 131-14-35 

wave chain matrix 131-14-38 

m 

w-denved L-section filter 131-15-40 

mesh 

Kirchhoff lawfor meshes 131-15-10 

mesh 131-13-16 

mesh current 131-13-17 

mesh impedance matrix 131-15-19 

mesh method 131-15-03 

method 

cut-set method 131-15-04 

mesh method 131-15-03 

node method 131-15-02 

minimum-phase 

minimum-phase network 131-15-22 

mirror 

mirror r-network 131-13-24 

mirror L-network 131-13-24 

model 

electric circuit model 131-15-06 

multiport 

multiport 131-12-68 
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mutual 

mutual inductance 131-12-36 

mutual permeance 131-12-39 

N 
n 

capacitive ^-terminal element 131-12-09 

inductive ^-terminal element 131-12-15 

M-port 131-12-68 

^-terminal, adj 131-11-12 

/7-terminal circuit 131-11-14 

^-terminal circuit element 131-11-13 

/7-terminal network 131-13-04 

/7-terminal-pair network 131-12-67 

resistive ^-terminal element 131-12-01 

negative 

negative impedance convertor 131-12-83 

network 

asymmetric two-port network 131-12-71 

balanced two-terminal-pair network 131-12-69 

bridge network 131-13-27 

bridged-T network 131-13-28 

connected network 131-13-10 

electric network 131-11-07 

ladder network 131-13-29 

lattice network 131-13-27 

minimum-phase network 131-15-22 

mirror r-network 131-13-24 

network 131-13-03 

network analysis 131-15-01 

network synthesis 131-15-05 

network theory 131-11-02 

network topology 131-13-01 

/7-terminal network 131-13-04 

n-terminal-pair network 131-12-67 

symmetric two-port network 131-12-70 

topology of a network 131-13-02 

twin-T network 131-13-30 

two-terminal network 131-13-05 

two-terminal-pair network 131-12-66 

unconnected network 131-13-11 

r-network.. 131-13-23 

n-network 131-13-26 

NIC 

NIC (abbreviation) 131-12-83 

node 

Kirchhoff law for nodes 131-15-09 

node 131-13-07 

node admittance matrix 131-15-17 

node impedance matrix 131-15-18 

node method 131-15-02 

non-active 

non-active current 131-11-52 

non-active power 131-11-43 

non-active powerfactor 131-11-47 
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non-dissipative 

non-dissipative 131-11-36 

non-linear 

non-linear 131-11-19 

Norton 

Norton theorem 131-15-14 

O 
Ohm 

Ohm law 131-15-08 

Ohm's law 131-15-08 

one-port 

one-port 131-12-64 

open 

open circuit 131-12-73 

open 

open-circuit, qualifier 131-14-23 

open-circuited 131-14-22 

output 

output admittance , 131-14-12 

output immittance 131-14-10 

output impedance 131-14-11 

output port 131-12-62 

output scattering variable 131-14-34 

output terminal 131-12-59 

output wave quantity 131-14-34 

P 
pair 

/i-terminal-pair network 131-12-67 

two-terminal-pair network 131-12-66 

terminal pair 131-12-63 

parallel 

parallel connection 131-12-76 

parallel-resonant circuit 131-12-85 

parameter 

insertion parameter filter 131-15-43 

scattering parameter 131-14-36 

passive 

passive 131-11-34 

path 

path 131-13-08 

periodic 

periodic conditions 131-11-27 

permeance 

leakage permeance 131-12-40 

mutual permeance 131-12-39 

permeance 131-12-29 

permeance matrix 131-12-37 

phase 

image phase change 131-15-27 

insertion phase change 131-15-31 

phase difference angle 131-11-48 

phasor 

phasor 131-11-26 



n 

I~I-network 131-13-26 

planar 

planar graph 131-13-18 

port 

asymmetric two-port network 131-12-71 

input port 131-12-61 

M-port 131-12-68 

output port 131-12-62 

port 131-12-60 

symmetric two-port network 131-12-70 

two-port 131-12-65 

power 

active power 131-11-42 

alternating power 131-11-40 

apparent power 131-11-41 

complex alternating power 131-11-40 

complex apparent power 131-11-39 

complex power 131-11-39 

instantaneous absorbed power 131-11-32 

instantaneous power 

(for a two-terminal circuit) 131-11-30 

instantaneous power 

(for an ^-terminal circuit) 131-11-31 

instantaneous supplied power 131-11-33 

non-active power 131-11-43 

non-active powerfactor 131-11-47 

power factor 131-11-46 

reactive power 131-1 1-44 

prototype 

prototype L-section filter 131-15-39 

Q 
quantity 

incident wave quantity 131-14-33 

integral quantity 

(in electromagnetism) 131-11-01 

output wave quantity 131-14-34 

R 
ratio 

forward transfer ratio 131-14-18 

reverse transfer ratio 131-14-19 

transfer ratio 131- 4-18 

RC 

active RC filter 131-15-44 

reactance 

capacitive reactance 131-12-48 

inductive reactance 131-12-47 

reactance 131-12-46 

reactive 

reactive 131-11-37 

reactive current 131-11-53 

reactive factor 131-11-50 

reactive power 131-11-44 
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reciprocal 

reciprocal 131-14-28 

reciprocity 

reciprocity 131-14-27 

reciprocity theorem 131-15-11 

reflection 
complex current reflection coefficient 

(deprecated) 131-15-32 

complex current reflection factor 131-15-32 

complex reflection coefficient 

(deprecated) 131-15-33 

complex tension reflection factor 131-15-33 

complex voltage reflection factor 131-15-33 

reflection gain 131-15-37 

reflection gain factor 131-15-36 

reflection loss 131-15-35 

reflection loss factor 131-15-34 

reluctance 

reluctance 131-12-28 

reluctant 

reluctant element 131-12-27 

resistance 

differential resistance 131-12-05 

resistance (1) 131-12-04 

resistance (2) 131-12-45 

resistive 

resistive 77-terminal element 131-12-01 

resistive two-terminal element 131-12-02 

resistor 

ideal resistor 131-12-03 

response 

frequency response 131-15-21 

reverse 

reverse chain matrix 131-14-32 

reverse transfer admittance 131-14-16 

reverse transfer impedance 131-14-14 

reverse transfer ratio 131-14-19 

S 
scattering 

incident scattering variable 131-14-33 

output scattering variable 131-14-34 

scattering coefficient 131-14-36 

scattering matrix 131-14-35 

scattering parameter 131-14-36 

self 

self-inductance 131-12-35 

self-permeance 131-12-38 

series 

series connection 131-12-75 

series-resonant circuit 131-12-84 

short 

short-circuit, qualifier 131-14-21 

short-circuited 131-14-20 

sinusoidal 

sinusoidal conditions 131-11-28 



source 

controlled source 131-12-26 

ideal current source 131-12-23 

ideal tension source 131-12-21 

ideal voltage source 131-12-21 

independent source 1 31 -1 2-25 

source current 131-12-24 

source tension 131-12-22 

source voltage 131-12-22 

superposition 

superposition theorem 131-15-12 

supplied 

instantaneous supplied power 131-11-33 

susceptance 

capacitive susceptance 131-12-56 

inductive susceptance 131-12-55 

susceptance 131-12-54 

switched 

switched capacitor filter 131-15-45 

symmetric 

symmetric 131-11-20 

symmetric two-port network 131-12-70 

synthesis 

network synthesis 131-15-05 

T 

T 

T-network 131-13-25 

twin-T network 131-13-30 

Tellegen 

Tellegen theorem 131-15-16 

tension 

alternating tension 131-11-25 

complex tension reflection factor 131-15-33 

direct tension 131-11-23 

ideal tension source 131-12-21 

Kirchhoff tension law 131-15-10 

source tension 131-12-22 

terminal 

balanced two-terminal-pair network 131-12-69 

capacitive two-terminal element 131-12-10 

inductive w-terminal element 131-12-15 

inductive two-terminal element 131-12-16 

input terminal 131-12-58 

/7-terminal, adj 131-11-12 

^-terminal circuit 131-11-14 

^-terminal circuit element 131-1 1-13 

^-terminal network 131-13-04 

M-terminal-pair network 131-12-67 

output terminal 131-12-59 

resistive ^-terminal element.: 131-12-01 

resistive two-terminal element 131-12-02 

terminal 131-11-11 

terminal pair 131-12-63 

two-terminal circuit 131-11-15 
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two-terminal element 131-11-16 

two-terminal network 131-13-05 

two-terminal-pair network 131-12-66 

terminating 

terminating admittance 131-14-03 

terminating immittance 131-14-01 

terminating impedance 131-14-02 

theorem 

compensation theorem 131-15-15 

Norton theorem 131-15-14 

reciprocity theorem 131-15-11 

superposition theorem 131-15-12 

Tellegen theorem 131-15-16 

Thevenin theorem 131-15-13 

theory 

circuit theory 131-11-02 

network theory 131-11-02 

Thevenin 

Thevenin theorem 131-15-13 

time 

time-independent 131-11-17 

topology 

network topology 131-13-01 

topology of a network 131-13-02 

transfer 

forward transfer admittance 131-14-15 

forward transfer impedance 131-14-13 

forward transfer ratio 131-14-18 

image transfer coefficient 131-15-25 

insertion transfer function 131-15-29 

reverse transfer admittance 131-14-16 

reverse transfer impedance 131-14-14 

reverse transfer ratio 131-14-19 

transfer admittance 131-14-15 

transfer function 131-15-20 

transfer immittance 131-14-17 

transfer impedance 131-14-13 

transfer ratio 131-14-18 

wave transfer factor 131-14-37 

transformer 

ideal transformer 131-12-78 

transmission 

amplitude transmission factor 131-14-37 

transmission line 131-12-86 

uniform transmission line 131-12-87 

tree 

co-tree 131-13-14 

tree 131-13-13 

twin 

twin-T network 131-13-30 



two 

asymmetric two-port network 131-12-71 

balanced two-terminal-pair network 131-1 2-69 

capacitive two-terminal element 131-12-10 

inductive two-terminal element 131-12-16 

resistive two-terminal element 131-12-02 

symmetric two-port network. 131-12-70 

two-port 131-12-65 

two-terminal circuit 131-11-15 

two-terminal element 131-11-16 

two-terminal network 131-13-05 

two-terminal-pair network 131-12-66 

U 

unconnected 

unconnected network 131-13-11 

uniform 

uniform transmission line 131-12-87 

V 

var 

var 131-11-45 

variable 

incident scattering variable 131-14-33 

output scattering variable 131-14-34 

vertex 

vertex (US) 131-13-07 

voltage 

alternating voltage 131-11-25 

complex voltage reflection factor 131-15-33 

direct voltage 131-11-23 

ideal voltage source... 131-12-21 

Kirchhoff voltage law. 131-15-10 

source voltage 131-12-22 

W 

wave 

incident wave quantity 131-14-33 

output wave quantity 131-14-34 

wave chain matrix 131-14-38 

wave transfer factor 131-14-37 
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